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Not THE Sx -The members of our Associations do 
thoroughly appreciate the great amount of routine work 
that comes with the honors connected with officeholding in such organ- 
of course, with greater force to the 


Secretary's office and its duties, than to any other of the executive posi- 


RETARY'S FAULT. 


not, as a rule, 


izations, and this remark applies, 


tions. When the meeting time is on the members note in the aggregate 
that everything is working smoothly and their satisfaction increases 


with the continued absence or non-development of ‘‘ hitches” of any 
That ‘‘} fail of development is evidence that the executive 
management was on the alert months before the time of meeting, 
ng for the days to come, with their opportunity for 
r incongruity. The obtaining of the former means 
unproclaimed, but nevertheless *‘ work” at 
All of which leads up to the further re- 
of things, 


sort tches 


planning and prepari 


either concordance ¢ 


work—unobtrusive and 
once arduous and continuous. 
illness or absence causes a 


mark that when, in the course 


| break in the regularity, with which interim official action has been per- 
the member whose communication to the President or Secretary, 
or member of some of the standing committees, is not promptly answered, 


is apt to fe el 


formed, 


that perhaps the officers are neglectful. 


, of the American 
that 
strange. Several commu- 
regarding the business of the 
have been unanswered for some days, and we 
we could trace the delay to neglect, pure and simple, 
then we would not be obliged to explain that he has 
so ill, in fact, that for over a fortnight he has 
been unable to leave his room. however, and by 
it is quite certain that 
about, as spry and as attentive as ever. 


[t is so generally accepted that Secretary Humphreys 


Association, 


is a model of precision in respect to business ways, 
any departure therefrom is, to say the least, 


nications recently addressed to him 


American Association 
heartily wish that 
on his part, for 
been ill for some time 
He is on the mend, 
the time this explanation is before our readers, 


the Secretary will be 





Mr. EGNEk’s Goop BYE To St 
Mr. Egner, 


solidated gas companies of St. 


. Lovis.—The men who served under 
when that gentleman acted as Chief-Engineer to the con- 
evidently do not agree with their 
| masters, the proprietors of the companies, in the latter’s estimate of his 
| And we are led to this view by extracting a result from the 
cube of their respective ways of ‘ their beliefs. In the first 
reduce expenses,” asked Mr. Egner to 
and to manage the resignation with an expedition 


Louis, 


| abilities. 
equating” 
| place, the Company, in order to “ 
| ‘*resign ”’ his position, 
| equal to turning his papers, accounts, and so on over to his successor in 
|exactly four days. Please to bear in mind that the original decree gave 

Mr. Egner precisely 96 hours in which to shut up shop, so to speak. 
| The energetic campaigners of the fortunes of St. Louis gas interests sub- 
'sequently added 30 days of grace to the original—four-day note-at-sight, 

might we call it? So much for the masters ; and now for the men. 
|Mr. Egner, it seems, did not care much about the respite : and it would 
| be passing strange if he did. Possibly he reasoned as did the Kentuck- 
|ian who, having been sentenced to death, was told by the sheriff that if 
|it would be any comfort to him his body would not be interred for the 
| period of ten days after the sentence had been carried into effect, re- 


| plied, ‘‘ The ae proceedings will not interest me, I fear.” No 
matter, however, for his reasoning. He did not accept the respite, but, 
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feeling that he was dead to St. Louis, at once set about securing a re- 
suscitation at some other point. Hence we are likely to have him in 
New York, as Engineer to the Standard Gas Company of this city. But 
we are a trifle ahead of our story. 

Mr. Egner, after some days spent in the East, returned to St. Louis, 
on the evening of the 24th inst., there to find a summons awaiting him 
to pay a visit to the Laclede Company’s headquarters. ‘Vondering not 
a little at such a request, he nevertheless complied and his wonderment 
increased at finding himself confronted by a delegation representing ev- 
ery branch of the Company’s service—division engineers, clerks, fore- 
men, stokers, and even a laborer or two—the President of the Company 
was not there, however. To make a long story short, the men were 
there to present to Mr. Egner a diamond, as an earnest of the sparkle 
there was in their regard for their retiring chief. The really magnifi- 
cent gem was accompanied by a beautifully worded testimonial, giving 
expression to the donors’ appreciation of the career of Mr. Egner 
amongst them as a director, counsellor and friend. Messrs. Chollar, 
Carroll, Callahan, Williams and Galloway made speeches, the tenor of 
which caused Egner to “‘ flunk” so completely that he could scarcely say 
a word in return—in fact, he had more use for a handkerchief than any- 
thing else. Now, who are in the right, the men or the masters ? 


BLANKS FOR Gas CompANIEs’ AccoUNTS.—In our last issue we gave, 
in our concluding instalment of the official report of the last meeting of 
the Western Gas Association, the discussion that was had over the blank 
forms (with a copy of the latter) recommended by the committee ap- 
pointed to secure uniformity in accounts of gas companies. In the 
course of the discussion Mr. Slater, of Providence, submitted a copy of 
the forms in use by the Providence Gas Light Company, and a still fur- 
ther form (that employed by the Sedalia Gas Light Company, of Seda- 
lia, Mo.) was put in evidence by Mr. E. H. Jenkins, of Columbus, Ga. 
Owing to the pressure on our space in last issue we were unable to re- 
produce the Slater and Jenkins forms, but the same will be found, com- 
plete, on pages 928-9 of this number of the JOURNAL. 

A SAFE AND PLEASANT JOURNEY TO THEM.—Mr, Thos. Turner, the 
President-Engineer of the Charleston (8S. C.) Gas Light Company, ac- 
companied by his wife and daughter, sailed for Europe, last Saturday, from 
New York city, per steamship Umbria. The party will return in October. 

THE New PLant aT Morristown, N. J.—The proprietors of the 
Morristown (N. J.) Gas Company have awarded a contract for the 
erection at that point of a complete 10-inch coal gas works, to Messrs. 
Bartlett, Hayward & Co. The work is to be completed by December 
next. A new site has been purchased, which will enable the Company 
to work at a great advantage over the old location in the matter of 
handling supplies, etc. The holder station will be the same as now, the 
Company having ample storage capacity. 


Notres.—Mr. William 8. Somerville, son of Mr. James Somerville, of 
Indianapolis, Ind., has been appointed Superintendent of the Gas and 
Electric Light Company, of Springfield, Mo. He entered upon his 
duties on the 1st inst.——The proprietors of the Santa Ana (Cal.) Gas 
Company have purchased the local electric lighting plant established 
by the Messrs. Parker, Parker and Harris, aud will hereafter operate 
the same. Giovani Girandi has brought suit against the San Jose 
Electric Improvement Company for damages in the sum of $11,000, on 
account of injuries alleged to have been received from contact with an 
imperfectly insulated lighting wire, maintained by defendent. 








The Use of Gas for Ventilation. 
oe 

In an article communicated to the London Journal, Mr. Thos. Fletcher, 
F, C. 8., remarks that, as in many other applications of coal gas as a 
fuel, its use for the purpose of ventilation has been, up to the present, 
without any system or knowledge of the proper conditions necessary ; 
and I have for this reason undertaken a series of experiments with the 
object of determining the laws which rule its application. An examin- 
ation of the table given below will show some curious and unexpected 
facts. 

It is, of course, well known that for ventilation, or for heating a body 
of air, the available duty of a luminous or an atmospheric burner is 
precisely the same ; and the choice is purely a matter of convenience 
and suitability for the conditions necessary. First of all we must con- 
sider the fact that burners for this purpose are generally placed in a 
position where they are difficult or inconvenient to get at and examine; 





and they are liable to be left for years without any attention. They are 
also subjected to strong vertical currents; and, when not required, 
must be capable of being turned down, with a bye-pass, to a small pilot 
light, to prevent the necessity of relighting. All these conditions point 
to the desirability of using small ordinary union jets; and the table 
shows that the quantity of gas required for any ventilating shaft is 
remarkably small. When this quantity is exceeded, the duty obtained 
from the excess is so little that, under ordinary circumstances, the extra 
gas may be considered almost as wasted. 

There is one source of error in the experiments, which I have found 
it impossible to entirely eliminate—the fact that I have been unable to 
obtain a portable and convenient meter which accurately indicates 
fractions of cubic feet; and the attempt to correct this by long runs, has 
made the experiments most tedious, lasting over a long period. The 
meter used registered, on an average, 1 per cent. fast; but all the other 
instrumeuts were absolutely correct. The anemometer was verified, 
and the correction tables were used ; the chronograph was perfect ; and 
the thermometer was recently verified for the purpose. To prevent any 
doubt as to the choice of burners, the experiments were repeated under 
exact conditions alternately with a gauze atmospheric burner, and with 
a flat-flame—both burners being used under pressures varying from 
fy to 4$; and the results with each form of burner, under all pressures, 
were absolutely identical. 


Vertical Flue, 6 Inches Diameter, 12 Feet High. 


Air Exhausted 


Speed of Total Air per Cubic Temperature 

Gas burnt Current per exhausted per Foot of Gas at Outlet. 
per Hour. Minute, Hour. burnt. Normal 62° F. 
Cubic Feet. Feet. Cubic Feet. Cubic Feet. 

1 205 2,460 2,460 82 

2 245 2,940 1,470 92 

4 325 3,900 975 110 

8 415 4,980 622 137 


With precisely the same arrangements, but with the flue cut down to 6 feet in height, the 
available duty was reduced 20 per cent. 

Taking the experiments as a whole, it will be seen that, in a flue 6 
inches in diameter, the maximum speed of current which can be ob- 
tained with economy is about 200 feet per minute; and this was realized 
with a gas consumption of 1 cubic foot per hour—1 cubic foot of gas re- 
moving 2,460 cubic feet of air. To double the speed of the current, it 
was necessary to burn 8 feet of gas per hour—eight times the quantity ; 
and the effective duty per cubic foot of gas burnt dropped to one-fourth. 

It is avery common thing to see a ventilating shaft, 6 inches or less in 
diameter, with burners under it consuming from 15 to 20 cubic feet of 
gas per hour ; and it is quite evident that the greater part of this is com- 
pletely wasted—in fact, in many cases it is worse than wasted, as the ex- 
tra heat evolved is often very objectionable when radiated from the 
flames and the external surface of the shaft. The heat escaping at the 
top of the flue varied from the equivalent of 49,20 cubic feet heated 1° 
F. to 373,500 cubic feet heated to the same extent : the amount of heat 
escaping increasing in regular proportion to the increasein the gas con- 
sumption. 

These experiments establish the following important facts: That the 
maximum consumption of gas in a ventilating flue should not exceed 5 
cubic feet per hour for each circular foot area of section ; that the ef- 
fective duty of atmospheric and illuminating flames is the same in all 
cases where a large quantity of air has to be heated to a low tempera- 
ture ; and that the consumption of 1 cubic foot of gas in a ventilating 
shaft can be made to remove more than 2,400 times its own bulk. 

The advocates of the so called ‘‘destructors” for sewer ventilation 
carefully avoid any positive statements and figures, and we are led to 
believe that a consumption of gas equal to 8 cubic feet per hour will 
heat 250 cubic feet of air per minute, or 15,000 cubic feet per hour, to 
temperatures varying, according to the imagination of the observer, 
from 400° to 600° F. As a matter of fact, such a result is a total impos- 
sibility ; and the heating of a limited surface te 400° or 600° F. by no 
means ensures either the heating of the surrounding air to anything ap- 
proaching this, nor does it ensure the destruction of all the germs con- 
tained in the air. The experiments detailed above show clearly that, 
with a large bulk of air and a small gas consumption, high tempera- 
tures are impossible ; and the mistake has arisen from jumping at the 
conclusion that, if air is passed through an apparatus heated to 400°, all 
the air must be heated to this temperature, which is by no means a nec- 
essary consequence. It would be desirable that the ‘‘ destructors” 


should be tested by an analysis of the air before and ‘after passing ; as, 
judging by the foreguing experiments, it would appear that the average 
rise in temperature in the ‘‘ destructor” shafts would be only 25° F., 
provided that the specified quantity of air is passed. 
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Purification. 
—— 


[A Paper read before the Incorporated Institution of Gas Engineers, by 
Mr. Charles Hunt of Birmingham. | 


Since the paper which was read by Mr. Frank Livesey at the Sheffield | 
meeting of The Gas Institute in 1883, attention has been more than once 
directed to new and promising processes of purification. Much bas been 
done to widen out the subject of purification ; and it is therefore pos 
sible that something in the nature of a survey of it, however imperfect, | 
may not at the present time appear inopportune. 

It is worthy of remark, at the outset, that the London Companies 
appear to have entirely outgrown the aversion with which at one time 
they viewed the requirements of the Gas Referees as to the reduction of | 
sulphur compounds. At this distance of time, it is not easy to under- 
stand why, apart from any question of such reduction, the advantage 
of lime as a comparatively cheap means of improving the illuminating | 
power of gas by the removal of the carbonic acid should have been so 
generally disregarded. By compelling such removal, the restrictions 
that were so much objected to must have resulted in greater benefit to 
the Compauies, in the shape of increased luminosity of the gas, than 
could be represented by the additional cost of purification. 

Carbonic acid is known to be the most harmful to the illuminating | 
power of all the incombustible diluents usually present in purified coal | 
gas. Nearly forty years ago, Alenander Wright, following in the foot 
steps of Lewis Thompson, published in the Journal of Gas Lighting a| 
series of experiments showing the depreciating effect of a mixture of | 
this gas with cannel gas to be from 6 to 11 per cent. for every 1 per | 
cent. of carbonic acid present. He pointed out, however, that by using | 
burners more suitable for the combustion of the inferior gas, the loss | 
might be reduced to from 3 to 7 per cent., according to the description | 
of burner employed. In 1884, Professor Percy F. Frankland presented 
a paper to the Chemical Society on ‘‘The Influence of Incombustible 
Diluents on the Illuminating Power of Ethylene,” which showed that 
the effect of a mixture of 6 32 per cent. of carbonic acid was to lower 
the illuminating power of the ethylene 3 per cent. for every 1 per cent. 
of carbonic acid. Mr. J. T. Sheard published in 1887 some experi- 
ments showing that cannel gas, tested with an Argand burner, loses 
about 3 per cent. of luminosity for every 1 per cent. of carbonic acid 
present in the gas. 

Just twenty years ago the author, who was then at the Nine Elms 
Gas Works, made a number of experiments upon this subject, some of 
which it may be useful to quote. The gas used varied in quality from 
a little more than 12 to about 30 candles, and was made with mixtures 
of coal and cannel, so as to vary the percentages of carbonic acid. On 
its way to the photometer, the gas was passed through two experimental 
meters, between which was placed a small dry lime purifier. Attached 
to the purifier was a bye-pass, and the gas was made to flow alternately 
through the bye-pass and the purifier. The index of each meter being 
taken at the beginning and end of each experiment, the difference in 
registration was arrived at, and also the difference arising from the 
absorption of carbonic acid by the lime. The following are the results 
arrived at with common gas, tested by the then Parliamentary 
Argand : 





Increase 


ing > “wu > 
IHuminating Power per per Cent. for 


Increase of Illuminating 








5 Cubic Feet Consumption. Power. every | per 

COeg in Gas, — - - — cent. COs 

per Cent. With COe. Without COe. Candles. Per Cent. removed. 
7.6 14.04 17.34 3.30 23.5 3.1 
5.2 14.08 16.04 1.96 13.9 2.7 
3.8 14.62 16.23 1.61 11.0 2.9 
6.5 fe Ig 13.75 2.58 23.1 3.5 
2.7 12.21 13.16 0.95 7.8 2.9 


Average increase per cent. for every 1 per cent. of COz removed, 3. 


The following are particulars of an experiment made recently under 


| 1,000 cubic feet made. 





the direction of the author : 


Height of | 


Percentage Flame in | 
Candles. of COs. Chimney. 
Illuminating power of gas per 5 cubic feet Inches. | 
consumption, tested with a No. 1 stand- 
ard Argand burner, 6 in. by 2 in. chim- 
ney, and Methveu’s screen............. 16.6 1.36 34 
Do., after passing through experimental 
Bene: Perel a... ook scvavswsecs Sie Oa 17.2 0.04 34 


These figures show for 1 per cent. of carbonic acid a loss of lumin- | 
osity of 2.6 per cent. ; or, on the basis of a normal production of 10,000 | 
cubic feet per ton, a reduction of 1.67 per cent. in value for 1 per cent. | 
of carbonic acid. Thus: 





| present. 





10,000 x 17.2 candles............. 5 eeteee = 172,000 
10,000 + 1.32 per cent. CO, x 16.6........... 168,191 
REET ONO ss 6is-0 eek chase 3,809 


or 2.2 per cent., which, divided by 1.32, equals 1.67 per cent. for 1 per 
For small percentages of carbonic acid, this 
figure is probably the lowest on record. It indicates, however, an 
if not quite half a candle, upon common gas, 
from the presence of from 14 to 2 per cent. of carbonic acid. 


cent. of carbonic acid. 
adverse ¢ffect of nearly, 


The cost of enriching gas to the extent of 1 candle only by means of 
cannel has recently been stated by Mr. Frank Livesey to be 2.68d. per 
Field’s ‘‘ Analysis” for 1889 gives the average 
cost of purification to the three London Companies as 0.76d. per 1,000 
cubic feet sold. 

No system of purification can fully satisfy the economic instinct which 
does not provide for the elimination, in a saleable form, of such im- 
Economy may, however, be justifi- 
ably assigned a second place by the attainment of greater security and 
The first object is to effect purification, by which is meant 


purities as possess a market vaiue. 


efficiency. 
compliance with the London standard ; and the next, to do the work as 
cheaply as possible. 

In this view, the two chief methods of dry purification in present use 
appear to be in competition for survival. One of these may be described 
as that in which a different material is employed for each impurity, 
generally, though not always, in separate vessels ; the other, in which 
lime is either the sole material or else supplemented, as a measure of 


precaution, by oxide of iron or other suitable material in check or catch 
purifiers. 

With the first method, seldom fewer than eight, sometimes as many 
The impurities being attacked separately, the 
cost of removing each of them may be accurately ascertained ; and the 
As a 


set-off to these advantages must be considered a somewhat large capital 


as ten, purifiers are used. 


only one of present value—sulphur—becomes a salable product. 


|outlay, with corresponding occupation of ground space, and an ap- 


yatchfulness to 
prevent irregularity in the reduction of sulphur compounds. Moreover, 
he production of spent oxide is generally unre- 


parent complication of arrangements, requiring great 


at the present time, 
munerative. 

The second, and by much the older method involves the use of only 
four purifiers—three at work and one off—although two catch-vessels 
A somewhat greater area per purifier would 
seem, however, to be needed than in the first method, because the whole 


are sometimes added, 


of the impurities are dealt with in the same vessel. 

Lime being the sole material used, the quantity required must, under 
ordinary conditions, correspond not only with the carbonic acid to be 
removed, but with the sulphureted hydrogen in addition. It would 
seem, therefore, that the all lime method cannot possibly compare 
favorably, in the matter of economy, with the lime and oxide; while 
the continual displacement of sulphureted hydrogen from its combina- 
the carbonic acid as it advances, causes the 
This 
objection is to be overcome by changing the purifiers according to the 
quantity of sulphur compounds coming forward ; but only, as would 
The liability to nuisance from the 
If, however, a little air 
or pure oxygen be added to the gas, these difficulties are found to large- 
ly, if not wholly disappear. A certam amount of free sulphur is 
deposited in the lime, and a portion is oxidized as sulphites. The 
chemical reactions which occur appear to be imperfectly understood. 
The spent lime is, however, rendered practically inodorous ; and, owing 
perhaps in some measure to the greater heat evolved by the increased 
chemical action within the purifiers, the sulphur compounds are reduced 


tion with the lime by 
removal of the sulphur compounds to be somewhat uncertain. 


seem, at the cust of additional lime. 
foul lime is also an objection to this method. 


with constancy and regularity. 

Air used with oxide of iron is a very old expedient ; and it should be 
reassuring to the popular sentiment with regard to it to know, upon the 
authority of Professor Frankland, that it is the least prejudicial to the 
illuminating power of all the diluents which are incidental tothe manu- 


| facture of coal gas ; its effect being almost proportional to the quantity 


Practically, therefore, no depreciation of value results from 
the mixture. This not unfavorable influence is probably due in some 
measure to the oxygen contained by the air; a mixture of oxygen 


| having been found, especially in the case of a very rich gas, to assist 


luminous development. In the purifiers, however, the oxygen is either 
wholly or partially withdrawn ; and hence, when applied in the form of 
atmospheric air, it is the effect of the nitrogen that remains which has 
to be reckoned with. 

The experiments made by Professor Frankland, already referred to, 
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showed that mixtures of nitrogen with ethylene varying from about 15 tical measure of any loss indicated by the present unscientific method of 
to 71 percent., reduced the illuminating power of the ethylene from 1.57 testing is not the observed effect, but that which is required to compen- 
to 1.25 per cent. for every 1 per cent. of nitrogen added ; the least pro- sate for it. Thus where, as mentioned by Mr. Harcourt, the light is di- 
portionate depreciation taking place with the highest percentage of ni- minished by aboutone-half from a reduction in the consumption of one- 
trogen. Taking into account, however, the increase of volume from fifth, itrequires, not double the consumption, but only one-fourth more, to 
the added nitrogen, the actual depreciation of value is considerably less produce the same amount of light as before. Similarly, the quantity of 
than would be indicated by these figures. Thus, while with 15.36 per light giving material required to restore to its original luminosity the 
cent. of nitrogen added, the loss of luminosity is shown to be 1.57 per adulterated gas experimented upon by Mr. Valon, should be, not Mr. 
cent. for every 1 per cent. of nitrogen, the actual depreciation of value Valon’s 7 or 8 per cent. for every 1 per cent. of air, but rather Pro- 
works out at only 0.81 per cent. This means about 0.13 of a candle for fessor Frankland’s 1 per cent., or, upon the basis of nitrogen deprecia- 
common or 16-candle gas. tion, from 1} to 14 per cent. 

The following particulars of experiments upon a working scale with It cannot be correct to charge the gas with the imperfections of the 
air and oxide of iron purification have been kindly placed at the burner. In all investigations of this kind, the rule should be to adjust 
disposal of the author. They bear evidence of having been conducted the consumption to the point of economic combustion. The effect of 
with the greatest care and accuracy. this is seen in the following experiment, where the depreciation in 





Diminution in Value by 








— Gas Gas Made (lluminating Value Afmnieitn et Air. Diminution 
* Made. per Ton. Power. No. of Tests of Percentage of Percentage of 4S Made Per in Value Per 
No. lijuminating | Cannel Used. Air Admitted, TOD x Il!umin- Cent. by 1 Per 
Cubie Feet. Cubic Feet. Candles. Power. ating Power Multiple. Per Cent. Cent. of Air. 
1 850,000 10,923 22.19 75 50.0 ns 242 381 xs 4 
: . 2 642,000 10,940 21.92 53 0.75 239,804 2,577 1.06 1.4 
Same mixture of coal ) 3 657,000 11.239 91 42 47 61 240.739 1,642 0.67 0.4 
4 750,000 10,989 21.53 49 “a 2.86 236,593 5,788 2.38 0.8 
Do \ 5A 283,000 10,884 22.97 16 57.7 wa 250,005 - a - 
. / 5B 294,000 11,308 22 01 < hy 3.44 248. 889 1.116 0.44 0.1 
Do. } ba 281,000 10,807 22.94 ‘ 53.8 ia 247,912 “e ssa 
6B 284,000 10,923 22.45 ga “3 1.58 245,221 2,691 1.08 0.6 
Do. } 7A 284,000 10,923 23.60 se 60.0 - 257,783 i ‘a 
( 7B 295,000 11,345 22.26 = 3 4.86 252,540 5,248 2.03 0.4 











Average diminution in value per cent. by 1 per cent. of air, 0.5. 


The smaller amount of depreciation which is shown with the highest luminosity proved to be only 1.4 per cent., as against 4.6 per cent. at 
percentages of air may be partly accounted for by the presence of the prescribed rate of consumption : 


: = , , meee : Tests made with Chimney full 
oxygen in the outlet gas. Oxygen is, for some reason, less active with of Flame: the Illuminating 
oxide than with lime. Traces of it may be found at the outlet of oxide a ~— yin ; "Feet f r ae er = cane “ t 

et . e sumption of 5 Cubic Feet o ‘onsumption of 5 Cubic Fee 
purifiers, at the same time that none can be detected at the outlet of Description Gas per Hour. of Gas per Hour. 
lime purifiers, although entering both sets of purifiers in the same pro- ue , Mlu- 
j minating Loss of [llu- minating Loss of Illu- 
portion. ‘ Power. minating Power Power. minating Power 
Experiments made upon the lines of those which have just been Candles. Candles. Per Cent. Candles. Candles. Per Cent. 
quoted ought not to yield very discordant results; yet it has to be +a oer £ 90 per _— . =o 
: , : ; as 3 Mixture of 90 per 
admitted that considerable diversity of opinion exists as to the propor- cont. of the 
> G88 14.97 0.73 $.6 16.10 0.23 1.4 


tion of air which may be mixed with the gas without appreciable loss of and 1 per cent. 
illuminating power. Some think that from 3 to 4 per cent. may be so of air......... 
employed ; but the greater number draw the line at about 1 per cent. 


z Illuminating Power of Gas Tested under Different Conditions. 
On the other hand, Mr. Valon has found that, with mixtures of 2} per , 


Illuminating Power 


cent. and upwards, every 1 per cent. of air reduces the illuminating Consumption per calculated on a Consumption of 
power by fully 7 or 8 per cent. aggre , eee, i py ay — 
It would be a difficult task to seek to reconcile such very great differ- 7 x oy ) 5.00 13.72 
ences ; but it may be of some assistance to point outat least one probable 6x2 5.00 15.75 
source of error, either unsuspected or disregarded. This is in the ac- 6 x A 5.00 48.06 
cepted method of testing with what is known as the standard burner. 6 * > (full of \ pe os 
It is many years since the author first drew attention in the Journal of 6 x 13 \ flame ; 5.73 17.04 


Gas Lighting, to the variable results yielded by this and other burners wy), consumption of 5.02 cubic feet per hour (standard temperature and pressure), the gas 
with the same gas, at different rates of consumption. The subject after-| ‘tested 16 candles in a 6-in. by 2-in. chimney; therefore 15.93 candles for 5 cubic feet per hour, 
wards engaged the attention of the then Gas Referees ; but quite recent- The foregoing experiment also shows what is, in most cases, the 
ly a pronouncement of considerable importance has been made by no point of economic combustivn, and at the same time how greatly, with 
less an authority than Mr. A. V. Harcourt, a present Gas Referee. the same gas, the results may be made to vary with the same burner. 
While discussing Mr. Methyen’s paper on ‘‘ Photometry,” read last The best effect in this instance, was obtained when the flame fairly 
year before the Southern District Association of Gas Engineers and filled the chimney, without smoking or tailing over; and in this con- 
Managers, Mr. Harcourt said : ‘‘ With the London Argand, if the con. dition the gas showed little variation with any of the three chimneys. 
sumption were reduced by one-fifth, the yield of light sank to about one- Occasionally, however, a gas may be met with which yields a better 
half; and, from the same causes, if the actual qualtity of the gas were result with a shorter flame than this. 
somewhat low, the yield of light with a consumption limited to 5 cubic Pure oxygen, as a substitute for air, has found an able advocate in 
feet per hour was greatly reduced. Thus any deficiency in the gas was Mr. Valon- and there must be a common agreement of opinion as to its 
much exaggerated. A more just estimate would be found by setting superiority, owing to the absence of nitrogen. On tkis account alone, 
the light of the burner equal to 16 candles, and observing the rate of it is entitled to rank high as a purifying agent, because it enables econ- 
consumption.” omy of material to be pushed to the utmost limit without injury to the 
This puts the case in a nutshell. It is clear that startling results ob- gas. In conjunction with lime, it is said, the quantity of the latter for 
tained by adhering to the prescribed rate of consumption can possess no complete purification of the gas may be reduced to almost that which is 
claim to scientific accuracy, and are, indeed, likely to be greatly mislead- required for the removal of the carbonic acid alone. This should result 
ing, as the candle value becomes disturbed. A candle loss does not mean jn the further advantage of a corresponding reduction of purifying area. 
that of a real candle, except under-conditions which are rarely met with In other respects, however, those who have had experience with air can 
outside the photometer room. — It is doubtless true that the gas maker hardly fail to recognize in its effect an almost perfect similarity to that 
must stand or fall by his standard burner and prescribed rate of con- ofoxygen. There is the same chemical activity, as indicated by the 
sumption ; but he has at least the satisfaction of knowing that the prac- temperature of the purifiers ; the same saving of lime in proportion to 
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the oxygen employed ; the same absence of odor in the foul lime ; and 
last (though not least) the same, or practically the same, reduction of 
sulphur compounds. 





The depreciating effect of nitrogen has already been mentioned as | 
amounting, in the case of 16-candle gas, to about 0 25 of a candle for 
every 1 per cent. of dilution—representing about 0.13 of a candle loss in 
value ; and this is the amount of the bill which, in some way or other, 
has to be paid when air is used. It is conceivable that so small! a loss | 
may, under some circumstances, be unperceived, and when otherwise it | 
should not be difficult to compensate for it by a slight alteration in the | 
method of working. When, also, the air and lime process is substituted | 
for one in which the carbonic acid is only imperfectly extracted, the loss 
resulting from the added nitrogen may be fully or more than made up 
by the gain derived from the complete removal of the carbonic acid, the | 
depreciating effect of which is nearly double that of nitrogen, and fully 
two and a half times that of air. Except under restrictions as to the re 
moval uf sulphur compounds, it is rarely that carbonic acid is reduced | 
below 0.50 or 0.75 per cent., the removal of which would quite compen- | 
sate for the addition of from 1 to 1.5 per cent. of nitrogen. 

For complete purification, however, and bearing in mind that the less | 
air the more lime, omitting also the lime required for the removal of | 
carbonic acid, which is common to all methods, the comparison as to 
cost is either between oxide of ironand calcium sulphide (or sulphydrate) 
purification, or lime sufficient to remove both the sulphureted hydrogen | 
and the sulphur compounds, on the one hand, and oxygen (with credit | 
for reduction of purifying area) onthe other ; or between the latter and | 
any means by which the loss of luminosity caused by the dilution with 
nitrogen from the air may be made up, credit being taken for the 
metered nitrogen. 


The quantity of material required for purification necessarily varies | 
with the amount of impurities to be removed. On abasis of 70 per cent. | 
of caustic lime being used up, the theoretical quantity required to re- | 
move an average of 2 per cent. by volume of carbonic acid, or 1629 | 
grains per 100 cubic feet, would be 2.96 cubic yards per million cubic | 
feet of gas purified. For the removal of 1.25 per cent. by volume of | 
sulphureted hydrogen, or 785 grains per 100 cubic feet, on the supposi- 
tion that the ratio of sulphur to calcium in the spent lime is as 1 ; 1.25, 
a further quantity of 1.83 cubic yards per million cubic feet of gas puri- 
fied would ke required ; making 4.79 yards in all. Only the lesser of | 
these two quantities can, of course, be affected by the use of oxide of | 
iron, air, or pure oxygen. 

Some difference of opinion exists as to what purifying area is neces- 
sary. It is generally found that a large area is conducive to economy | 
of purifying material, as shown by the greater proportionate duration of 
the purifiers in the period of least production. This, however, may be 
owing in some measure to a smaller quantity of impurities. When, as 
in winter, a large proportion of stacked coal is used, the quantity of im- 
purities may be greatly increased. In the author’s experience, the per- 
centage of carbonic acid alone has risen, apparently from this cause, to 
2.6, from a normal 1.4 to 1.8. 

In determining the area of purifiers, the chief points to consider are 
back pressure and the maximum quantity of impurities—viz., carbonic 
acid and sulphureted hydrogen—at the period of the greatest make. It 
is undesirable to work with a greater back pressure than (say) 20 inches 
in all, of which one-third to one-half may be represented by the puri- 
fiers, although not unfrequently this is greatly exceeded. With oxide 
of iron the resistance is much less than with lime, when it follows the 
former, and is used for taking out carbonic acid ; the lime havinga ten- 
dency to harden when carbonated. Sulphureted hydrogen, however, 
seems to keep the lime open; so that, with regard to back pressure, the 
all-lime process may be said to rank with oxide of iron. 

If the maximum quantity of impurities and quality of material are 
ascertainable with any degree of accuracy, these should enable the dura- 
tion of a purifier to be calculated with tolerable certainty ; and, after 
all, the question of purifying area is to a great extent one of how long 
the purifiers will last during the period of greatest make. With oxide 
of iron, such a method of determining area is probably of little value, 
because of the varying efficiency of the material according to its quality 
and the quantity of sulphur it has taken up. The quality of lime is, 
however, practically unvarying from one period to another; and with 
it such a method should not present much difficulty if the ratio of sulphur 
to calcium in the spent lime be ascertainable. 

As to what may be the most convenient interval to elapse between a 
change of purifiers, opinions will probably be found to differ almost as 
much as circumstances. So long, however, as a purifier is not too large 
to be emptied and re-charged without strain within the limits of an 
ordinary working day, a minimum interval between the charges | 











| a supporter ol 
| ment the effort of the burner. Oxygen cannot be said to increase the 
|intrinsic value of coal gas for either heating or lighting purposes, in 


of from two to two and a half days would appear to be sufficient. This 
is much greater than is often the case when oxide of iron is used. 

If this view be correct, one effect of the use of air or oxygen should 
be a reduction of the area of each purifier, because the same amount of 
material is made to do more work. This point, however, in favor of 
these processes, has not yet been fully established ; and it is not im- 
probable that a reduction of area proportionate to the saving of material 
might, in many cases, result in forcing up the back pressure beyond the 
limits of convenience or safety. 

The use of pure oxygen as a means for increasing the luminosity of 
coal gas does not properly belong to the subject of purification ; but, 
having become somewhat prominently associated with the latter, a brief 
reference to it may not seem out of place. No apology should be needed 
for once again referring to the authoritative experiments of Professor 


Frankland, which show the greatest effect produced by oxygen as a 


|diluent to be an increase in luminosity of the mixture, as compared 


2 


33 per cent., or an actual increaseof value 
of 1.5 per cent. for every 1 per cent. of oxygen added. Contrasted with 
this infinitesimal result, the claim advanced on behalf of oxygen as an 
enricher would appear to be, and probably is, wholly untenable. More 


with ethy lene alone, of just 0 


than one cause may be at work to deceive an observer ; and the results 
showing increased luminosity due to oxygen may (in part at any rate) 
be attributable to the exaggeration of the standard burner. This is not 
confined to the ‘‘down grade” of consumption in quality, but extends 
upwards also, until the point of utmost economy is reached. It is as 
well also to bear in mind that oxygen is not an illuminant, but merely 
combustion. As such, it can do little more than supple- 


the same way as is effected by adding hydrocarbons derived from cannel 
or oil. 

the recovery of sulphur from waste lime continues to be 
unremunerative, it would appear that, although, more costly for labor 
and purifying area, the oxide and lime must be the most economical 
system of dry purification, because only by it can the sulphur be brought 
to market. On the other hand, the all-lime system is by far the simplest, 
iable. Supplemented by a supply of cheap 


. 
So long as 


and perhaps the most rel 


|oxygen, the gas manager who uses it ought to bea happy man. But 


will he—or, indeed, ought he to—be so, as long as there is a possibility 
of effecting complete purification without either lime or oxide, or ex- 
traneous assistance of any kind, and with the recovery of sulphur in a 
more valuable form than the familiar one of spent oxide. Such a pros- 
pect was opened out, not wholly for the first time, but for the first time 
in a complete form, by the experiments made a few years ago at the 
Windsor street gas works of the Birmingham corporation, with the Claus 
process of ammonia purifying. These experiments have since been re- 
peated on a much larger scale at Belfast; and it is greatly to be hoped 
that Mr. Stelfox may shortly be in a position to communicate to the 
members of this Institution the results of his valuable and interesting 
experience. Whatever these results may prove to be—whether favor- 
able or otherwise—it is hardly probable that the last word will have been 
said upon a subject of so much economic and scientific importance. 





Concluded from page 890. 
Present Theories Concerning the Nature of Electricity. 
oe 
By Pror. C. 8. Cook. 

Prof. Lodge’s views on the point just raised are but given in his own 
words as follows Few things in physical science appear to me more 
certaiu than what has so long been called electricity is a form, or rather 
a mode of manifestatis of the ether. Such words as ‘electrification ’ 
and ‘electric’ may remain ; ‘electricity’ may gradually have to go. 
It can be noticed that whereas in the earlier part of the book the word 
electricity occurs frequently and the word ether seldom, in the latter 
portion this order of frequency is inverted. A rough and crude state- 
ment adapted for popular use is that electricity and ether are identical ; 
but that is not all that has to be said, for there are two opposite kinds of 
electricity, and there are not two ethers. But there may be two aspects 
of one ether, just as there are two sides to a sheet of paper, or two as- 
pects of a transparent clock face ; and similarly positive and negative 
electricity may be two aspects, or, as I have sometimes called them by 
chemical analogy, ‘components of the ether.’ Anything that can be 
sheared (and ether is sheared by every electromotive force applied 
to it) must consist of two parts sufficiently different to be displaced in 
opposite direction. If this statement is vague, it is because the knowl- 
edge of the structure of the ether is vague, not because the relationship 
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of the electricity to ether is uncertain, or will be anything but definite | 
so soon as we know the constitution of the ether more precisely. Vague 
at present our knowledge of the ether is, but not so vague as these lines | 
may suggest. That which has now to be investigated is not the nature | 
of electricity, but the nature of the ether, and a question it is indeed ; | 
the question of the physical world at the present time. But if it is not) 
unanswerable, it is, in my belief, not far from being answered. And it 
is probably a simpler question than the supplementary and next subse- 
quent question, What is matter? It is simpler, partly because ether is 
one, while matter is apparently many.” 

Electricity manifests its presence in four ways. We recognize elec- 
tricity in charges, in currents, in magnetism, and less familiarly as yet 
in radiant energy, that is, ‘‘ radiant heat” and light. Let us see if we 
can get some notion of the part played by the ether in each of these 
cases. 

Let us note, however, the most significant fact that we are to take a 
very unfamiliar view of things, and are to greatly change our ideas of 
the part played by the conducting body. There are indications that we 
shall be called upon to consider nearly all the activity as residing in the 
dielectric surrounding the conductors, both in the case of charges and of 
currents. In this view Faraday has led the way, and we are but ex- 
tending his ideas. By the dielectric we mean in reality, of course, the 
ether surrounding the conductor, with its properties somewhat modified 
by the matter also present. But our attention is to be fixed on the ether. 

It is possible to give only the briefest outlines of the theory as detailed 
by Prof. Lodge. It is impracticable now to give any account of the me- 
chanical analogies which he uses so freely to make his meaning clear. 
Such a sketch can carry very little of the force which the fuller state- 
ment would possess. 

To explain electrical charges we are to assume what seems avery arti- 
ficial and curious condition of things as existing in the ether. It is per- 
haps the most inconceivable part of the whole scheme, and we are to ac- 
cept it provisionally as a ‘‘ working hypothesis.” It is that the ether 
consists of electricity in a state of entanglement similar to that of water 
in a jelly. The electricity (and the ether, for that matter), it will be re- 
membered, is incompressible ; and when an electromotive force acts 
upon the electricity it produces no compression, but rather a tendency 
toward displacement resisted by force resulting from its entanglement, 
just as we know that the water contained in a mass of jelly does not flow 
out at the bottom or sides, although gravity is constantly urging it 
downward. This is the condition of things in a die'ectric. Conductors 
are very different in this regard, and are like cavities in the jelly, cavi- 
ties, however, filled with a more or less porous body which allows the 
ready passage of a liquid, but with friction. 

Some idea of what is involved in charging a body is gained by con- 
ceiving that a little of an incompressible liquid is forced into a cavity in 
a mass of jelly. There will result a strain of the walls of the cavity 
which will enlarge the space within. When electricity is forced by an 
electromotive force into a conducting sphere, we can best conceive of 
what happens by supposing that the dielectric surrounding the sphere is 
forced back a short distance from the surface, the intervening space be- 
ing occupied by a volume of electricity equal to that forced into the 
sphere. We thus have a result in accordance with the well known fact 
that ‘‘ charges reside on the surface,” and we see that there has been no 
change in the quantity of electricity in the metallic sphere, 7. ¢., there is 
no charge there. 

Let us next consider how conduction is to be viewed, that is, how elec- 
trical currents are conveyed. Here we meet with equally remarkable 
conceptions which, however, have much to support them, both in math- 
ematical theory and experimental result, particularly in the famous ex- 
periments of Hertz. 

The familiar and correct idea is that electricity 1s forced into one end 
of a wire by some generator, and flows out at the other end into the 
ground, or to the generator again ; we are accustomed to think that the 
energy is transmitted just as the electricity is. The new theory is that 
the energy is, on the contrary, propagated through the dielectric sur- 
rounding the wire, while the electricity flows in the conductor. It is the 
function of the generator to produce a strain in the dielectric surround- 
ing it. This strain is not, however, transmitted equally in all directions, 
but is largely directed by the wire,which it surrounds and accompanies 
to an indefinite distance. By taking up a portion of this strain and dis- 
sipating it as heat, the wire seems to make this indefinite transmission 
possible, as otherwise there would be a balancing of forces which would 
produce equilibrium and put an end to this staticnetic effect. 

In the transmission of power by electricity we are to conceive that all 
the energy received by the motor has come from the generator, not 





through the wire, but through the air, or perhaps better, through the 


ether which surrounds the wire. That portion of the energy which does 
get into the wire is the portion which is wasted as heat, and which never 
reaches the motor. We can get some support for this idea from certain 
facts proven by Hertz as well as by several others. It was shown that 
when the currents traversing a wire are mace to alternate very rapidly 
the flow of electricity is confined to the surface, whereas, for ordinary 
currents, it is well known to traverse the whole wire. If the disturb- 
ance in the wire comes from without, inward rapid alternations of im- 
pulse from the dielectric would be likely to cause superficial disturb- 
ances in the wire, which would not be the case if the alternations be 
slow or if the strain be continuous, as with a constant current. 

Many experiments have been tried to determine if an electrical cur- 
rent does not possess momentum. Surely the ether possesses inertia, 
and if electricity is the same as ether, or even a component of it, it 
should show momentum when set in motion. Very familiar facts do 
show this property. The phenomena of self-induction are best 
explained in this way. A current requires time to acquire its full 
power, and the spark seen on breaking a cirenit is good evidence that it 
does not readily stop flowing. However, there are simple mechanical 
effects which a moving body possessing momentum should show, which 
have been looked for in vain. Indeed, any of the ordinary mechanical 
effects of momentum have never been observed. It is evident that a 
pipe traversed by a rapid stream of water would,when moved, show re- 
sults of inertia, as well as whenever the water is suddenly started or 
stopped. Prof. Lodge explains this apparent lack of inertia by saying 
‘*that an electric current really consists of two equal flows in contrary 
directions, so that mechanically they neutralize one another completely, 
while electrically—7. e., in the phenomena of self induction or extra 
current—they add their effects. Or it may mean merely that the mo- 
mentum is too minute to be observed. Or, again, the whole thing—the 
appearance of inertia in some experiments and the absence of it in oth- 
ers—may have to be explained in some altogether less simple manner, to 
which we will proceed to lead up,” and he later gives an explanation 
which cannot be reproduced here. All that can be said at present is that 
there is no experimental evidence that need be taken as disproving the 
existence of inertia of electricity, while the facts of self-induction are 
strong evidence in favor of its existence. Furthermore, the well known 
theories of Ampere, Weber and Maxwell concerning magnetism and 
dia-magnetism require that an electric current shall persist in its motion 
until checked by some resistance, in other words, shall possess momén- 
tum. We have good grounds, then, for asserting that in all probability 
electricity possesses inertia. 

The flow of electricity is surely opposed by friction. Ohm’s law may 
be interpreted as affirming that the friction between the electricity and 
the conductor varies directly with the velocity of the former. 

In this connection it is of great interest to consider the density and the 
elasticity of the ether. If ether and electricity should be found to be 
one and the same agent, then the values to be given for the ether become 
those of electricity. 

We have seen the velocity of transmission of a vibration in an elastic 
iy 
D° 
expression for the velocity of light, but light we know now to bea purely 
electrical phenomenon ; in other words, the only vibration of which the 
ether is known to be capable is an electrical one. It has been shown by 


medium is equal to + This law applied to the ether becomes the 


Maxwell that in the formula V = + D we may replace the Eby a, 
that is, that specific induction capacity is directly related to the elasticity 
of the ether. We may similarly replace the D by 7; that is, magnetic 
permeability corresponds to density of the ether. These are important 
conceptions. Induction is viewed as a shearing stress, which if strongly 
resisted signifies small inductive capacity in the dielectric, or considering 
the ether we say it resists the shearing stress in virtue of its high elastic- 
ity. This means tnat specific inductive capacity varies inversely with 
the elasticity of ether. Similarly great magnetic permeability is inter- 
preted as implying great ether density. The ether contained in iron is 
viewed as possessing a high density, much higher than that in any other 
matter. 

Basing his reasoning on what is called a ‘‘ justifiable assumption,” 
Sir Wm. Thomson finds that the energy in a cubic ecm. of ether near 
the sun is 1.886 ergs, the greatest tangential stress per sq. em. 30.176 
dynes, the density 9.36 x 10-19, and the coefficient of rigidity 842.8. The 
elasticity of steel is about 109 times this last figure. 

"The only theory yet proposed to explain magnetism is the well known 
Amperian hypothesis that magnetic phenomena are due to the circula- 
tion of electric currents around the atoms of the magnet, these atoms 
being necessarily perfect conductors of electricity. Dia-magnetism is 
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singularly explained by Weber’s hypothesis. A magnetic field is ex 
plained by assuming that each line of force is surrounded by a whirl! of 
ether, of which rotation the line of force is the axis. 

Of the four methods of manifestation of electricity previously named 
(charges, currents, magnetism and radiation), the fourth is the most in- 
tricate, and in so far the most difficult of explanation. Yet it is by far 
the best understood, and indeed it may be said in a general way to have 
been completely explained. This remarkable progress has been accounted 
for by saying that we have very great and peculiar advantages naturally | 
for the study of this class of phenomena through the possession of a 
sense, that of sight, which directly observes the vibrations in question. 

Maxwell's electro magnet theory of light is now established, and con- | 
stitutes an immense advance in electrical theory. It involves logically | 
the inclusion of all optical phenomena in the domain of electrical science. | 
The laws of refraction of light may now with some propriety be classed | 
with Ohm's law. Both may be said also to deal with electrical veloci- 
ties. 

The experiments of Hertz onelectric radiation have become so familiar 
that it is unnecessary to do more than to allude to them as constituting 
in their results an immense contribution to electrical theory. 

Only one point on this subject will be considered. It is very well 
known that the discharge of a Leyden jar, or a flash of lightning is in 
reality a multiple discharge, an almost instantaneous alternating current 
discharge, a fact discovered by Joseph Henry. The frequency of the 
alternation of current in the discharge of any charged body is expressed 


as equal to where L is the self-induction, and S the capacity. 


1 
27VvLS 
With an ordinary Leyden jar discharge there are something like 10,- 
000,000 vibrations per second, with a wave length of radiation of say 20 
metres. 

If we compute the magnitudes involved in the production of waves as 
short as those of light say .0006 millimeter, we will have a body of atomic 
dimensions, which indicates that light vibrations are due to electric dis- 
charges of atoms. 

In his address as vice-president of the section of physics of the Ameri 
can Association for the Advancement of Science in 1884, Prof. Trow- 
bridge made the following remarks in answer tothe question, ‘‘ What is 
electricity ?” (the title of his address): ‘‘ We shall probably never know 
what electricity is, any more than we shall know what energy is. What 
we shall be able, probably. to discover, is the relationship between | 
electricity, magnetism, light, heat, gravitation and the attracting force 
which manifests itself in chemical changes. What weareto have in the 
future is a treatise which will show the mechanical relation of gravita- 
tion, of so called chemical attracting force, and electrical aturacting 
force, and the manifestations of what we call radiantenergy. Out of 
all the theories of electricity, the two fluid theories, the one fluid or 
Franklin theory, and the various molecular theories, nut one remains 
to-day under the guidance of which we are ready to march onward. A}l 
that we can truly say is, we have a healthy distrust of our theories, and 
an abiding faith in the doctrine of the conservation of energy.” 

Such a view as to the future of electrical theories seems a discouraging 
one, yet it should not be so considered. We do not know and perhaps 
never will know what matter is, yet the atomic theory is an expression 
of scientific truth. While we may never know the wholetruth as to the 
nature of electricity, what is sought for, and what will very likely soon 
be formulated, is a theory which will give us as definite conceptions of 
electricity and electric phenomena as the atomic theory enables us to 
have of the nature of matter and its properties. 

It is not possible that Prof. Trowbridge foresaw, in 1884, how rapid the 
progress in solving these problems was to be. In the seven years since 
he wrote there has been a very remarkable advancement, until now, as 
Prof. Lodge puts it, ‘‘ the whole subject is astir with life, and every 
month seems to bring out some fresh aspect, to develop more clearly 
some already glimpsed truth.” 








SPECIAL ENGLISH CORRESPONDENCE. 


—— 
COMMUNICATED By Norton H. HuMpPHRys. 


SALISBURY, June 10, 1891. 


questions of the day, and also a long list of applicants for membership. 
The annua! report sets forth that the Institute is now duly incorporated 
and goes on to notice the appointment by the Council of a Publication 
Committee, a Technical Committee, and a General Purposes Committee. 
Extracts from the reports of the first and last named are included in the 
report, and also a long list of books presented to the library, together 
with cash donations for the same object. The idea of a reference library 
was only mentioned at the last meeting, and the degree of support ren- 
dered to it shows that before long the library will be an important feature 
of the Institute. The whole report presents evidence of that healthy 


| activity which is indispensible to the well being of an institution of this 


kind, 

The report of the Publications Committee sets forth that the library 
should represent all branches of literature bearing upon gas matters, in- 
cluding complete files of the more importanttechnical periodicals, trans- 
actions of societies, patent specifications, ete., together with copies of all 
standard works. It suggests an annual grant from the funds of the 
Institute, a donation from every member on his election, presentation 
copies from authors, and exchanges from other societies. All this is 
sound and practical and will no doubt be carried into effect. The Gen- 
eral Purposes Committee have been considering the labor question, and 
while of opinion that the varying conditions in various parts entirely 
preclude the fixing of anything like hard and fast standards, they sug- 
gest the full discussion of the question. This suggestion is likely to be 
carried into effect at the present meeting, as the programme includes a 
paper on *‘ Gas Workers’ Strikes, with Suggestions for their Prevention,” 
by Mr. Nickson, the Secretary of the Manchester Corporation Gas 
Works. As this gentieman will be able to speak from experience, an 
interesting paper may be expected. Surely it is possible to adjust labor 
differences in a friendly way, but the labor agitators evidently think 
not. Just now London is suffering the inconvenience of a general 
strike of omnibus men, andI notice that the leaders of the agitation make 
a point of exciting ill feeling against the masters, representing that they 
are tyrants from whom no advantage can be obtained except by force, 
and talking largely about what the men will compel the masters to do. 
This is just the line of policy they have followed in the gas workers’ and 
other strikes, which in the end have to come down to a question of 
friendly arbitration and discussion. Whatever Mr. Nickson may have 
to suggest on this important question, he will probably agree that class 
feelings and prejudices must ‘‘ be struck out,” and that those who foster 
them on either side are responsible for increasing the difficulties of satis- 
factory settlement. A free and friendly discussion between all parties 
concerned—and this rarely includes either the trade union or the trade 
agitator—is the direction in which to look for a solution of this difficult 
problem. 

The only important drawback to the success of the meeting is the re- 
markable prevalence of influenza during the Jast few weeks, and this in 
almost every part of the country. In some towns it has caused the 
death rate to go up three and four fold, assuming the proportions of a 
veritable plague. So that where members had escaped it so far as their 
own persons are concerned, they have it in their families or amongst the 
employees at the works. At one time nearly 10 per cent. of the mem- 
bers of our House of Commons were laid aside by its ravages, and in the 
case of some 400 delegates of a friendly society being summoned to a 
convention in this city from different parts of the country, a still larger 
proportion were absent from the same cause. 

Some years ago, when the introduction of electricity for lighting pur- 
poses was just talked about, it was said that the cause of the high price 
as compared with that of gas was simply the small scale on which it was 
worked. Reference was made to the high cost of gas in villages and small 
towns, and by inference it was assumed that, given a sufficiently large scale 
of working, the electric light could be supplied as cheaply as gas in our 
largest towns. Increased experience shows that this is all a mistake. 
Several private institutions, factories, etc., in London and elsewhere, 
having the electric mains of some large company carried past their 
doors, prefer to put up a private installation and find themselves able to 
make electricity for themselves at a price much lower than that at which 


lit ean be distributed from a central station to earn a fair dividend. The 


most reasonable explanation of this is the loss in distribution, which 
must be very much greater than that usual in the case of gas. Possibly 





Gas Institute Annual Meeting.—-The Distribution of Electricity.— 

Sulphur in Coal.—A One Burner Gas Cooker. 

The event of this month is the meeting of the Gas Institute, at Carlisle, 
which is now in progress, The preliminary announcements issued to 
the members from the secretary’s office indicate a very satisfactory state 
of affairs. 

There is a goodly list of papers, treating on subjects that are essentially 


on a large district it may be 30, 40, or even 50 per cent., but be that as 
|it may, it seems to be a proved fact that private individuals can provide 
‘themselves with electricity generated on the premises at a cost of 8 to 10 
| cents per board of trade unit, while the electric companies find a charge 
|of 16 cents to be barely remunerative. This fact has led to the sugges- 
| tion that gas, at the price usually obtaining in our large towns, is the 
cheapest medium for the distribution of electricity ; or, in other words, 
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that it would be eheaper to generate the electricity in every biock by 
means of gas engines, than to generate it on the large scale and supply 
it from a central station. Given an efficient set of accumulators, that 
would contain say 24 hours’ supply, sothat the engine would be run for 
from four to eight hours per day, there is no reason why efficiency, 
combined with economy and reliability, should not be obtained. Talk- 
ing of supplying electricity on the large scale, we shall soon have an 
opportunity of judging as to the economy to be thus secured. At the 
works at Deptford, for the supply of the city of London, it is said that 
10,000 horse power dynamos, having armatures 35 feet in diameter, and 
weighing 225 tons, are being fixed. The field magnetsalone will weigh 
350 tons. Two 5,000 horse power engines, one at each end, will be at- 
tached to the shaft of this machine, and the armature willserve the pur- 
pose of a fly wheel. Fivesuch sets of apparatus are to be put down at 
Deptford, and will be capable of supplying a million lamps. The most 
sanguine electrician could scarcely wish for a larger plant than this. 
The current number of the Journal of Gas Lighting contains a very 
interesting series of experiments on South Yorkshire coals and cannels, 
showing not only the total quantity of sulphur present in the coal, but 
how it is disposed of, the proportion that passes off with the gas, remains 
in the coke, or is retained by the ash. The quantity that passes off at 
the outlet of the condenser is the chief consideration for a gas engineer, 
and this is not exactly the same as that which passes off with the volatile 
products, seeing that a considerable and also a variable proportion is 


deposited with the tar. As regards the coke, the proportion retained by | 


the ash is of no importance except so far as it represents waste, but that 
given off during combustion has some effect on the value of the coke, 
as a sulphurous coke will be objected to. It should be mentioned that 
the experiments were tried by Mr. Thos. Holgate, engineer to the Hali- 
fax Corporation Gas Works. The results are so variable as to show that | 
but little importance can be attached to the proportion of sulphur pres- | 
ent in a coal as found by analysis. For instance, a coal containing over | 
four per cent. of sulphur actually allowed less to pass off with the gas | 
than another containing two per cent. In the former case about two- | 
thirds of the sulphur remain in the coke. In several instances the gas | 
was also tested by the referees’ apparatus for sulphur compounds, and | 
here again the results were so variable as to render it impossible to draw | 
any general deduction. A coal that yielded only 0.27 per cent. of sul- | 
phur in the volatile products, gave nearly as high a result in sulphur 
compounds as one thatshowed over one per cent. These results were 
secured by the medium of an experimental iron retort, and it would be 
interesting to know how far different circumstances of distillation, such 
asthe temperature, duration, thickness of charge, etc., affected the -fig- 
ures obtained. The whole strongly supports the view I have previously 
expressed, to the effect that refinement upon the present methods of 
purification can only be obtained by careful researches conducted at 
each gas works, rather than by broad generalizations. They also show 
the importance of actual practical tests, as a means of arriving at the 
comparative value of samples of coal. 

Messrs. Billings & Company, of London, have brought out what they 





call a one burner gas cooker, in which the whole of the operations usual | 


in the course of preparing a dinner are supplied by a single burner, 
while some of the advantages peculiar to an open fire are also obtained. 
The one burner consists of an asbestos fibre gas fire. It is placed in the 





The Use of Asphaltum in Building Sea Walls. 


a 
By Mr. W. C. AmBRoOsE, C. E. 


The Ventura Division of the Southern Pacific Railroad is built for 
several miles along the bluffs facing the Pacific Ocean. The material 
of these bluffs is sand and gravel between strata of soft rock soluble in 
water; and though the violence of the waves is moderated by a group 
of islands about 22 miles off shore, at high water of spring tides with 
southwest gales they wash away the bank very rapidly, and protection 
for the road in some places was soon found necessary. The seashore at 
the foot of these bluffs is generally covered 2 or 3 feet deep with boulders 
and sand over the hard bed rock—hence the use of piling was impracti- 
cable. The rise and fall of tides, which would interfere very much with 
| the work of building a concrete wall, as well as the high cost of labor, 
| would make such a wall very expensive, so it was decided to try the use 
|of asphaltum for a mortar to hold the boulders together, as a wall made 
‘of boulders alone had been easily knocked down by the waves. 

At various points near this part of the road there are beds of material 
known as bituminous rock, and asphaltum. The first contains fixed 
| bitumen, 24.4 per cent., and ash, 75.6 per cent.; the ash consisting of 
| silica, 46.8 per cent., carbonate of lime, 9.1 per cent., oxides of iron and 
|alumina, 15.9 per cent., and other ingredients 3.8 per cent. This material 
is much used in California in making pavements, and in coating piles 
to resist the teredo, which it does effectually. In order to liquefy it 
when heated, coal tar or crude oil must be added. About 200.feet of 
wall was built with this material, and it has stood perfectly for the last 


| three years and prevented any washing away of the bank. After build- 


ing this section of wall, the other material, known as asphaltum, was 
tried because it was cheaper. It liquefies without the addition of any 
flux, and when cooled it is not quite so hard but more elastic, and on 
the whole as good a cement as the other. It is often used for lining 
cisterns, and was used for 800 feet of this wall. 

The wall was made 6 feet wide at the bottom (where it was in contact 
with the bed rock), 2 feet wide on top, and 9 feet high, the landward 
side, which was built close up against the cliff, being vertical. To 
economize asphaltum, only one-half the wall, viz. : two feet backward 
from the seaward face, was cemented. The cost was $3.75 per cubic 
yard, which included everything except the old piles for fuel, and rail 
transportation 28 miles for the asphaltum. In building this wall a layer 
of stones was placed, and the melted asphaltum poured over it so as to 
thoroughly fill all interstices and run down to adhere to the next layer 
of asphaltum. In warm weather the asphaltum becomes quite soft, 
but not liquid, and in this condition has little tensile strength, but the 
first spray from the waves hardens it just when necessary. The only 
part of the wall which failed was a short section where, to improve the 
alignment, it was built a little outside the base of bank, the space be- 
tween being filled with sand. During a heavy storm, waves dashed over 
the top of the wall and saturated the sand, and the resulling increase in 


| thrust from behind, pushed the wall over. This of course could have 


been avoided by making the wall so high that spray could not fly over 
it, or by increasing the width of base to resist pressure from the land 
side. 

The writer thinks that when asphaltum can be had at a cost less than 
$10 a ton, this will be found a cheap sea wall. The stones on the beach, 





base of a cast iron case, the upper part of which is occupied by an oven, 
and the top serves as a hot plate for pans and kettles. A fall down door 
closes the space in front of the gas fire, and when this is shut up the 
apparatus is used for heating the oven or hot plate only, with a small 
consumption of gas. When the door is opened a sort of Dutch oven, 
large enough to contain a 12 |b. joint, is placed upon it. In this meat 
can be roasted, pastry can be baked, or toasting, grilling, etc., conduc- 
ted as before an open fire. Orif the oven is removed, the gas fire is 
available for warming the apartment, or generally for any of the pur- 
poses of an open fire. It is scarcely possible that an apparatus of this 
sort would compare advantageously in a practical test with gas stoves 
of the usual kind, but against this there is the gain in profit in simplicity 
due to doing away with the taps and burners on the ordinary hot plate, 
and the convenience of being able to use the stove for warming pur- 
poses. The inability of the existing gas cookers to meet this want is 
frequently a bar to their introduction, whereas Messrs. Billings’ new 
make may, if proved satisfactory, be put in as a complete substitute 
for the wasteful and troublesome kitchen fire. 





ABOUT a fortnight ago a slight fire occurred in the condensing room 
of the Aurora (Ills.) gas works. An overflow of oil is said to have been 
the cause of the outbreak, which might have been very serious were it 
not for the promptness of the local fire department. 





| which because of their smallness and smoothness are of little or no use 
! 


for ordinary rip-rap, can by this means be utilized, and are generally to 
be found in any required quantity on the spot. 





= 
Alternating Current Phenomena. 
— 

| Alternating currents are the El Dorado of the electrician. It is with 
them that he is able to produce his most startling results, and to discover 
|new phenomena that at first sight appear little short of miraculous. 
|The most successful experimenters in this branch have been M. Hertz, 
[on the Continent, Professor Oliver Lodge, in England, and Professor 
/'Thomson, in America. The latter created an immense sensation at the 
| Paris Exhibition by his wonderful experiments in repulsion, which have 
since been repeated in this country by Dr. Fleming. More recently M. 
| Nikola Tesla, who has taken up the subject, gave in the Electrical 
| World an account of what he had done, with some exposition of his 
views of the theories involved. This led to an animated correspondence 
between himself and Professor Elihu Thomson, with no very decided 
results. Since then M. Tesla bas shown his experiments in public, at a 
meeting of the American Institute of Electrical Engineers, held in Pro- 
fessor Dwight’s room, Columbia College. There was employed an al- 
‘ternate current machine of 400 poles, which, when run at full speed, 
gave 20,000 alternations per second. This machine was driven by an 








TONS Ary 


ie, 


2 vane cu 


>a eae 


pepsin 


Ms eee 








7 





“sparing 


san 


June 29, 1891. 


American Gas Light Fouwrnal. 9265 





electric motor, the speed of which could be adjusted from the platform 
by a switch. 

M. Tesla commenced his lecture by the question, ‘‘ What is elec 
tricity ‘” and in answer stated that this much could be assumed—that 
electric phenomena are ether phenomena ; that the phenomena of static 
electricity are the phenomena of ether under stram, and that those o 
dynamic electricity and electro-magnetism are the phenomena of ether 
in motion. Naturally he turned to the question that is occupying the 
attention of all scientific electricians, the direct production of light by 


the effect of electro-magnetic waves in the ether. In regard to this he 
differs from Hertz and Lodge, asserting that the electro-magnetic waves 
are unavailable for the production of luminous effects for the reason 
that long before the necessary frequency was reached the conducto) 
would become opaque to the passage of the rays. It is to the electro 
static waves, or thrusts, that M. Tesla looks for the solution of the prob 
lem, for these, no matter what their frequency, can excite luminous ra 
diation. The conditions of success require the use of an open circuit 
generator of high potential and of high frequency to enhance the elec 
trostatic effects, and it was for the purpose of securing these that he con 
structed the machine used in his researches. 

The current from the generator was sent through the primary of an 
induction coil, and was speeded 10,000 to 11,000 alternations per second. 
The coil emitted a clear note which rose as the number of alternations 
was increased. As the discharges took place between the terminals of 
the coil, an exhausted Geissler tube held in proximity to the discharge 
did not light, but on blowing out the are the tube lighted up, which was 
due to the rise of potential caused by the rupture of the are. This effect 
M. Tesla considered purely electrostatic. He then went on to show the 
changes produced in the discharge, by altering the capacity of the body 
from which it emanated. He wrapped an insulated wire a foot long | 
around one terminal of theinduction coil and touched the other terminal 
by a brass sphere held in the hand. Streams of light emanated from al] 
sides of the wire until the sphere was removed, when they immediately 
ceased. As the length of the wire was gradually reduced by cutting off 
successive pieces, the stream discharges became more marked and bril 
liant. The substitution of a small platinum wire still further increased 
the effect. When small spheres, 4 in. in diameter, were attached to 
each terminal, the spark passed first across the shortest distance, and 
then gradually ascended to the highest point, when it went out and re 
commenced below. This was due to the heating of the air between the 
spheres. 

The next experiments were designed to show static effects in a non 
striking vacuum. A tube of this kind, when connected to the machine. | 


glowed brightly and the terminals became incandescent. M. Tesla then 


remarked that if, instead of using a filament in a lamp—which necessar- 
ily limits us in the degree of incandescence which we can practically 
employ—we could employ solid blocks of carbon, much higher efficiency 
could be obtained. Based upon this reasoning, he has constructed a 
lamp which he showed, containing two blocks of carbon in non-striking 
vacuum. By connecting these two carbons to the two terminals of the 
coil or one to one terminal and the other to a body of some size, the 
blocks can be raised to high incandescence. 

M. Tesla also showed a lamp with but a single rod filament in non- 
striking vacuum with no outward connection. The energy is entirely 
transferred by condenser action through the medium of condenser coat 
ings in the base of the lamp. He also pointed out how the brillianey of 
the lamp could be varied by simply altering the relative positions of the | 
condenser coatings. This M. Tesla followed by demonstration of the 
phenomena with an unexhausted globe, and a single filament mounted 
therein. The filament, when connected to one terminal of the coil. heats 
up to bright incandescence and spins around in the globe. 

In further demonstration of his theory that the electrostatic effects 
are active, M. Tesla hung two large sheets of zine to the terminals 
of the machine at a distance of 15 feet apart. A Geissler tube placed 
between the sheets glowed brilliantly, and could be moved about freely 
Finally, M. Tesla explained a system of conversion from high tension to 
low, with the enormous frequencies of the condenser discharge. This 
consists in continuously charging and disruptively discharging a con 
denser into the working circuit, the charging of the condenser being 
effected by a coil operated either by alternating or direct currents. He 
stated that by this means any desired frequency could be obtained from 
any lower frequency. 

The experiments, a part only of which we have noticed, occupied a 
long time, and were watched with the keenest attention. Whatever we 
may think of M. Tesla’s theories, the very greatest interest attaches to 
all researches of this kind, as they appear to point in the direction of 
obtaining artificial light with less expenditure of energy than at present. 


Che misera of a cinds of lighting apparatus at pres- 
ent in ust c ‘ " S sno eredit to seence, and every 
avenue that s being eagerly explored. Of course 
the end St 1 all that can be done is to grope in 
various direct that e clue may be found that will lead 
to success If an electr pCO e produced having an efficiency 
of 50 pe e? t eht would become absurdly cheap 





ITEMS OF INTEREST FROM VARIOUS LOCALITIES. 


re 
Mr. A vriting from Richmond, Ky., under date 
of J ( und Wa Works here were inspected and 
tester nd ..any prominent citizens, on Tuesday, 
the sfactory and according to con- 
tract. The »w as eight inch works, with stage 
floor reto ( rifying house. The holder is an 
ron tank, | 7 cu feet and is guided by the Pease 
wire rope arra Ss set to work very satisfactorily and is 
certain apa e} the r steady in all sorts of weather. 
The mair ym. the id extending to the center of the 
ity of 10 ine} pe, a yranches in all directions, with smaller sizes 
as usua 5 street lamps, and the gas, which is very satis- 
factory t } ivery great improvement on the old mixture of 
oil gas and a el nuse. Of course it is a coal gas works as a 
foundatio nd a esent cannel coal is the enricher. There may be 
in the future a wat ex, as the management thinks the mixture 
pretty good T rks consists of a reservoir, capable of hold- 
ing sou On illons of water; a purifying station, with two 
W orthineto ple npound pumps, each 14 million gallons capac- 
ity and supplied wit eam by two return tubular boilers, each of 100 
horse power. The 1 » the city, about 2} miles, is of 12-inch pipe 
The distrib r mail n from 12 to 4 inches in diameter, and are 
about 7 mile engt The tower is of brick, 70 feet high, with iron 
tank 36 fee eh on to} They are 25 feet in diameter, and give pres- 
sure such |! i i ( strean vas thrown vertically, at the Court 
| House, 97 feet hig our streams at once were thrown to a height 
of over 90 feet ere are 62 hydrants for fire purposes, and more want- 
jed After the test the Council and some particular friends partook of a 
glass of ( President, and some eloquent speeches were lis- 
tened to. Having had a recent experien you can imagine how pleas- 
int thes« r 
ALL of whit es w that Mr. Boardman has faithfully kept his 
promis ide to the of Richmond when he and his associates 
asked the t to establish a gas and water works in this pretty, thriv- 
ling Kentu 
THE officer ond Water and Light Company are: Pres- 
ident, Arthur E, |] man, Brevard, N. C.; Treasurer, Edward H. 
York, Portland, M Secreta Chas. 8S. Powell, Richmond ; Superin- 
tendent, M 
WE are debted to a local correspondent for the following, respecting 
the 83d annual meeting of the Port Hope (Can.) Gas Company. The 
report of the Directors which was presented by the President, (Mr. J. 
| Smart) was as follows In presenting this, the 33d Annual Report 
and Profit and Loss Account, duly audited, your Directors have much 
pleasure in being able to state that our year’s business shows a slight 
increase in our sale reater returns from our bye-products. Whilst 
from the roduction of incandescent lighting at the beginning of the 
vear, we looked for a shrinkage in our gas sales, we are now happy to 
sav that, although some of our largest customers have, in part, used the 
incandescent lamps, such loss has been more than made up by new 
customers for house lighting and summer fuel, and as we are still much 
| below the average consumption of gas in similar towns in the United 
States where coal is half the price that it is here, and gas as high or 
higher, we may yet look for a further increased consumption in that 
direction. as a was service once enjoyed for either light or fuel is seldom 
or ever parted with yr there are no broken chimneys or lamp cleaning, 
no fuel to carry in or ashes to carry out. A match lights it and the 
finger regulat eto the required heat. Light experts tell us that 
a Rocheste a onsumes one gallon of coal oil in 33 hours, 
and a 3 feet gas bur 100 feet of gasin the same time, each giving equal 
light Asa gallon of coal oil costs 28 cents, and 100 feet of gas 20 
cents. we cla that gas is the cheaper light of the two. Our customers 
tell us that for summer fuel 3,000 feet of gas, will, if properly used, do 
as much cooking as a ton of coal, costing the same price, with almost 
an entire absence of heat in the kitchen, or dirt of any kind, which, of 
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itself, ought to recommend its use to every lady who values her own 
health or that of her house help. Our service to the public continues 
to give entire satisfaction, which is the very best evidence that our offi- 
cers are discharging their duties efficiently. Our sales to private con- 
sumers have increased from 1,800,000 cubie feet to 2,400,000 cubie feet. 
We have a number of influential shareholders who could, through their 
influence, materially aid in the extension of our business, and thus help 
us to earn a reasonable return on their capital. 
$2 net rate is, an output of at least double our present sales, as is evi- 
denced by our dividend of 3 per cent. for 1890, and 4 per cent. for the 
past year, arate entirely too low for the risk incurred.” 
Smart, in moving the adoption of the report, said: ‘‘ I am happy to say 
our business of last year has been much more satisfactory in its results 
than looked for at the beginning of the year. of 
decreasing under opposition, have slightly increased, and the higher 
price of coal tar and the demand for coke have also helped us. Our 
leakage percentage has also fallen largely, which is an evidence of the 
betier condition of our street service, and the almost entire absence of 
complaint by our customers establishes the fact that our gas, both in 
supply and quality, has been entirely satisfactory tothem. The replacing 
of the old shop service of small lead with larger iron pipeage, has very 
materially assisted in removing the cause of trouble and complaint 
formerly made by several of our largest consumers.” On of 
Messrs. G. M. Furby and J. H. Helm, a vote of thanks to the Board of 
Directors and other officers for their eflicient management during the 
past year was cordially tendered. At a subsequent meeting of the 
Directors, Mr. John Smart was unanimously elected President of the 
Company for the current year. 


What is required at a 


President 


Our sales, instead 


motion 


Mr. WILLIAM Tracy, Secretary and Superintendent of the Alton 
(Iils.) Gas and Electric Light Company, writing under date of the 20th 
inst., says: ‘‘ Since my return from Louisville I have had my hands 
full. I have completed putting down the new 8-inch main, and now 
have but 300 feet or so of 6-inch Converse joint pipe to lay. IJ have six 
men running service pipes this week, and have set up 22 large gas 
In 
the next year or so I am sure my 8-inch main will be none too large for 
Alton. I shall also make a contract this week for a half-depth regener- 
ative furnace and bench of 5’s. Our city will commence paving the 
streets this year, and we propose to keep the Gas Company right in line 
with the city’s improvements. I will lay 3,100 feet of 4-inch pipe next 
month, and when this is down it will give us a good annex to our gas 
plant. I do not expect to start the cold storage or ice making plant this 
year.” 


stoves, so far, and have orders to put in seven or eight more at once. 


THE Northwestern Gas Light and Coke Company, of Evanston, IIls., 
has just enlarged its works. A portion of the new apparatus comprises 
four purifiers, 10 feet by 10 feet, center seal, lifting apparatus and cast 
iron floor, for purifying room. The apparatus was furnished by the 
Kerr Murray Manufacturing Company, of Fort Wayne, Ind. 


THE Spokane Falls (Wash.) Gas Light Company is building a new 
gasholder, rated to store 110,000 cubic feet. The contract for the same 
has also been secured by the Kerr Murray Company. 


SUPERINTENDENT Boynton, of the Chicopee (Mass.) Gas Company, 
has been authorized to enter into a contract with the United Gas Im- 
provement Company for the installation of a water gas annex (Lowe 
improved type) on the premises of the Chicopee Company. 


UNDER the latest bids submitted for the public lighting of Denver, 
Colorado, the city will be called on to pay the following prices: Are 
electric lamps (2,000 candle power), on all night schedule, $12.50 per 
month ; on moonlight schedule, $10 per month; 


a» 


(82 candle power), $2.16% each per month 


incandescent lamps 


WE understand that the authorities of Brooklyn, Ohio—a village 3 
miles to the south of Cleveland—have under consideration an application 
from Isaiah Newcomer, of Cleveland, for the right to construct and oper- 
ate a gas works in the village. at 
80 cents per 1,000 cubic feet and to maintain any desired number of 
public gas lamps at the rate of $16 per post per annum, an all night 
lighting table to be followed. It is further agreed that at no time shall 
the cost of gas in the village exceed that charged in the city of Cleve- 
land : that mains will be laid under any street or highway, when the 
gas to be consumed either on public or private account, along such lines 
can be shown to equal 10 per cent. of the cost of laying the same 
that electric currents for light and power will be furnished. 


The newcomer agrees to furnish gas 


; and 
This ap- 





least of Fort Scott, Kansas. 


June 29, 1891. 


plication results from the refusal of the West Side Cleveland Gas 


Com- 
pany, which now supplies gas to a portion of Brooklyn, to make 


unwarranted extensions of its mains through districts that would not in 
10 years time return one-half per cent. on the money so invested in the 
way of gas consumption. 


Mr. JoHN Marner, General Manager of the Superior Water, Light 
and Power Company, of West Superior, Wis., writes that the Company 
will construct a gasholder rated to store 200,000 cubic feet. Constructors 
of gas works apparatus can communicate directly with Mr. Mather, on 
the matter noted. The holder is to be completed at the earliest possible 
date. 

AT the annual election ot the Exeter (N. H.) Gas Light Company, 
the following officers were chosen : President, F. H. Odiorne; Treasurer, 
Austin M. Copp; Clerk, A. F. ET. 
Samuel Hatch, A. M. Copp, P. Brown and William Burlingame. 


Cooper ; Directors, F. Odiorne, 


AGENT Humpnreys, of the Lawrence (Mass.) Gas Company, has good 
reason to be satisfied over the results of his intelligent efforts in placing 
before the housewives of that city the values and virtues of gas as a 
means of assisting them to prepare food for eating, and as an ameliorator 
The 
womenof Lawrence appreciated keenly the ease and rapidity with which 
Miss Anna Barrows, a graduate of the Boston Cooking School, caused 


of the discomforts of the kitchen in this ‘‘terribly hot weather.” 


steaks to be done to a turn, by the aid of gas in a gas stove, the operation 
being performed in the shape of an illustrated lecture on gas cooking, 
given recently at the city hall, under the auspices of the Lawrence Gas 
Company. 


A decree has been entered, by Judge Horton, in the suit of Nicholas 
C. Miller against Columbus R. Cummings and others, involving shares 
in the Chicago Gas Trust. Miller owned 2,842 shares of stock in the 
Lake Gas Company which he transferred to Cummings on represen- 
tations that the Chicago Gas Trust would construct and operate the 
works and pay large dividends. The Court finds that these statements 
were false and rescinds the sale. The Lake Gas Company was merged 
into the Consumers’ Gas Company, and for Miller’s shares, Cummings 
received 356 first mortgave bonds of the Consumers’ Gas Company, of 
the par value of $1,000 each. Miller has agreed to take these first 
mortgage bonds in lieu of his shares procured by Cummings. There is 
due Cummings from Miller $96,335.02, for moneys advanced, $62,608 on 
a note executed April 4, 1887, and the Union National Bank holds an 
indebtedness of $62,675 against Miller. On the payment of these 
amounts the Court decrees that Miller is entitled to the 356 first mortgage 
bonds of the Consumers’ Gas Coripany. 


A. L. BApGLEy, Chairman of the special committee appointed by the 
City Council of Butler, Mo., to receive proposals for the establishment 
in that city of a gas and electric light works, writes us that bids must be 
handed in to the City Clerk on or before July 16, on which date the 
competition will close. The proposals are to be made on the following 
bases: ‘‘The city to grant an exclusive franchise for lighting the city 
by electricity, with 20 or more are lamps, each of 2,000 candle power, 
for a term of 10 years, and reserves the right to buy the works at any 
time after 5 years, at a price to be agreed upon, or fixed by arbitration 
the franchise to revert to the city without cost, and 
The plant 
grantee, and to consist of some stand- 
ard system to be approved by the Mayor and City Council, and of suffi- 
cient capacity to furnish 80 are lights of 2,000 candle power each, and 
The 
incandescent plant to be of sufficient capacity to supply the demands of 
the city or its inhabitants. All bids must state the price per lamp per 
month for the 20 lights furnished the city, and must also state the price 
for both are and incandescent lamps. The 20 lamps to be located as di- 
rected by the Mayor and City Council, and placed 25 feet high, provid- 
ed that not more than 7 miles of wire for street lamps will be required 
in city limits. The city to grant au exclusive right to lay mains and 
pipes under the streets and alleys and other city property for the gas 
works for a period of 10 years, with the same reservation as to purchase 
as of the electric light works. Proposals to state time in which works 
are to be completed after the franchises are granted. Proposals to state 
the price per 1,000 cubic feet for gas to the city and private consumers.” 


in the usual way ; 
not to be considered in determining the value of the works. 
to be owned and operated by the 


as many more as the city or its inhabitants may call and pay for. 


BUTLER is the capital of Bates county, Mo., and is in Mount Pleasant 
township, at a point 66 miles south of Kansas City and 38 miles north- 
It is the center of abundant and valuable 
coal deposits, and holds a population of perhaps 5,200. 
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THE Altoona (Pa.) Gas Company’s works are to be rebuilt. The ney 
location is on Fourth street, and it is a most suitabie one. The plant 
will be completed by Dee. 1. 


THE main provisions of the agreement between the authorities of 
Chicago and the Gas Company, respecting the price, ete., at which gas 
is to be supplied to the city and the residents, are as follows: The city 
is to pay $1 per 1,000 cubie feet, the citizens to pay at the rate of $1.25 
per 1,000, until Jan. 1, 1893, when the rate to the latter is to be reduced 
to $1.20, and every year thereafter the rate is to be reduced 5 cents pet 
1,000 until the dollar mark is reached. 


The Company also agrees to 
pay into the city treasury annually 34 per cent. of its gross receipts, 
with a guarantee that the sum so paid in shall not in any year amount 
to less than $150,000. The city agrees to dismiss all suits pending 
against the Company that involve any of its franchises 


Ir the people of Hamilton, Ohio, were called upon to again vote on 
the advisability of establishing a municipal gas plant, it is not likely 
that they would sanction the scheme. 


THE following is the text of the decision of the Massachusetts Board of 
Gas and Electric Light Commissioners, respecting an application for the 
right to establish an opposition electric lighting plant at Northampton 
Mass., the case having come tothemon appeal: In response to an invita 
tion by the city, proposals were made in the early partof the year to do the 
public lighting on the basis of supplying 90 to 110 are lamps of 1,200 
nominal candle power, for a term of five years, burring from dark to 
midnight according to the moon schedule, so called, or about 25 nights 
each month. The appellee (Mr. Hawks), by proposal dated February 
19, 1891, offered to supply them at $58.50 each, the firm of J. E. Lambie 
& Co., of said city, for atout the same price, and the appellant (North 
ampton Electric Light Company) for $70 each. But the offer of the ap 
pellee was based on the further express consideration that he should ré 
ceive, according to his understanding of it, a valid and perpetual fran- 
chise to use the streets of the city for the erection of poles and stringing 
wires for the supply of electric lights to private customers as well as to 
the city. And such, it is evident from the broad language of the vote 
above quoted, the city intended to give. A contract, bearing date April 
17, 1891, the day of the hearmg, was executed by the appellee and the 
city, acting through its committee, in substantial conformity with his of 
fer, the lights to be supplied within six weeks “‘ after the acceptance of 
said contract by said city government.”’ Although the committee by the 
vote put in evidence was authorized to contract with a ‘‘ Company,” it 
will be assumed that the city would accept the contract should further 
action be deemed necessary. For the purpose of considering the wisdom 
and legality of the grant to the appellee, the evidence in the case should 
be carefully examined. To persons familiar with the history of electri 
lighting the difference in price between the bids of the appellant and the 
appellee would seem a low estimate of the value for all purposes, com 
mercial and speculative, of such a franchise. The appellee testified that 
he should retain an interest in the plant during the five years, but would 
not operate it personally, as he would continue in his present business 
that other parties were to own it with him and furnish capital. The 
names or residence of the parties, though earnestly requested, he de 
clined to give. He stated that he expected to supply both are and incan 
descent lights to private consumers, and that without the right to do so 
he would be unwilling to accept the contract for the public lighting. 
There are reasons, some of which have been stated by the Board in a 
former case, why the permission to the appellee is unwise. Admitting, 
what is extremely doubtful, that the statutes ever intended that an indi 
vidual should be given the right to occupy the streets for the purpose of 
doing a general lighting business, he certainly ought not to transfer his 
license. The permission is personal to him. Such rights should be held 
and exercised by persons whose names and residence are known, so that 


. vas : | 
they can readily be found if need be. The names should appear in the 


grant. The real persons in interest, the actual owners, should be de- 
clared, as they are the ones who are and ought to be held responsible for 
negligence or misfeasance. Once admit that the right is assignable by 
sale, levy, devise or inheritance, it may then pass into the possession of 
persons wholly unreliable and unfit to perform the duties pertaining to 
it. Permanent grants of such a nature are best vested in some corpor 
ate, continuing body. It is difficult to consider the accepted proposal 
apart from the purchase of the franchise, but it may be due the parties 
and the public to examine the case in its general bearings. As appeared 
by the evidence, the plant of the appellant company is not only suffi 
cient for its present work, city and commercial, but is capable of supply- 


ing 1,000 additional incandescent lights and 25 more are lights. It was 


ght Journal, g27 

not serio e he i@ that its equipment was faulty, that 
its price [ol i nt light was too high, that its management had 
been extra , ts dividends excess The appellee proposes to 
erect and equip ( unt adequate for all the street lighting and for 
the commercia hting so far as he may obtain it, using water power, 
and charg ! ite ce ers the same price as the city for are lights, 
It did not eal e for indescent light would be less than 
that paid t e appella W nile s true that electrical apparatus can 
be bought more eap v than in }, it is believed that a plant ca 

pable of d c treet a commercial lighting would cost considera- 
bly abo Although he had made no con 

tract therefo ellee testified that he could obtain water sup 

plemented ‘ or a term of five years at the rate of $25 
per horse power a Kven on s basis the estimate of operating 
ex pense ) i to eure the appe llee assures no adequate 
protit on the street lightin omitting as it does, real estate or rent of 
premises ince, cost of superintendence, taxes, and other expenses, 
and some of ’ ided being much smaller than are found in 
actual prac There being so many resident stockholders of the elec- 
trie light i tis evident that the appellee would at best get 
but a sha ent business. There would then be two 
plants, eac] jing a portion of the lighting and neither yielding its 
owners ala iny he saving of $5.000 or &6.000 in the ex- 
penses of | the e years. while a considerable sum, is of 
little mip : vhen compared with the waste and loss which must 
follow the unnecessary du ition of plants and a profitless contest for 
that perio | 1 just prineiple. clearly acknowledged in the recent 
statute auth ng municipal lighting, that capital wisely expended for 
the purpose of s nea the public needs, entitled to be protected 
against destructive ympetition, even by a municipality. The rights 


and inter‘ stockholders, and the citizens ought to be 
considered to er, and consumers in the end are thereby the 
gainers. The tory of electric lighting in Northampton shown by the 
evidence is ! é About five years ago there were two rival 
electric plants in ope n in that city \fter a few months of sharp 
competitio pri 1 no profits, some of the stockholders of the 
appellent company, at their own expense, and presumably to give value 
to their st jought and removed the other plant. A like result would 
probably fo . similar experiment. The Board believes that the 
legislature intended recent acts that all the reasonable and per- 
manent advantages etition are to be gained through the regu- 
lating powers t eby cor red upon it. The statutes assume that cities 
and tow1 is private citizens, are entitled to light at reasonable 
prices, 1 rvowed object in granting the franch‘se appealed 
from was tos i reduction in rates. The Mayor alone, or 20 cus- 
tomers, if the } e is thought too high, may bring petition before the 
Board, asking t the price may be reduced. This remedy ought to be 
invoked, if the existing company has suitable equipment, and is well 


] i } , 


managed he community is subjected to the danger and incon 


venience of a second em of poles and wires. Any lack of apparatus, 
or waste e method usiness, any unnecessary cost of power, 
indeed, everything relating to the economy and quality of the work of 
a compan re 2 tf vy taken into account in fixing the price. If it 
iS ¢ lear y ucle appear that different manipvlation or by the use 
of other kind ir powel ichinery or materials, a considerable saving 
can be effected, and that these improvements might be adopted by a new 
company, it wou he inquiry whether the present one might 
not fairly be expected to acquire them, or submit to prices based on their 
possession, |] the facts in this ease the Board can discover 
no just ground for establishing another plant in the city at the present 
time he Board therefore sustains the appeal and revokes the per- 
mission granted by the Mayor and Aldermen 





The Market for Gas Securities. 
-_ 
The dull er sé yn on’ with a vengeance, and quotations in 


Consolidated is at 934 to 94, and Equitable 


gas shares 


and Mutual are together at 118 to 120. It is nowa pretty well settled 
fact that Mr. Freder Kone to take charge-of the engineer’s depart- 
ment of the Standard Gas Company, and this of itself ought to be worth 
many dollars to t shareholders, whose property will now be developed 
with pr udence and In Brooklyn shares no very great change 
is noted, but the fe ver there undeniably that of uneasiness. We 
note sales at auction of 38 shares Consolidated, New York, at 934; 110 
shares Williamsburgh, Brooklyn, at 110; and 375 shares Fulton- 
Municipal, at 115} t Chicago gas is at 534, and Bay State, 56 bid; 
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Report for Month Ending...... . ........... 2 Report for Month Ending mare cee 
Receipts. CASH STATEMENT Disbursements GAS BILLS REPORT 
From Private consumers For coal on track Gross an t of 3 Cash received 
Delinquent consumers Hauling coal to works Discounts 
Public street lamps Freight on coal Delinquents 
Coke sales Hauling coke 
Tar sales Water 
Meter security fund Lime 
Material sold Tar Barrels 
Meters Oil. 
Services Paint } f COST OF GAS Realized from 
Gas stoves Fire clay and brick 
Rent of lamps Clay 
House rent Lumber Gas coa tons, at $ Tar sold barrels, at 
Gas pipe Meters. Coal and coke é Coke sold tons, at 
Gas fittings Gas fixtures Coal and ke er retort Rent 
(Gras fixtures Gas stoves Lime t } it t 
Fire brick and clay Tools. lar bar 
Gas pipe and fittings Oil 
Machinery and tools repairs Taxes 
Buildings and works repairs Insurar 
Retorts and benches repairs Freight 
Public lamp repairs Team a fit 
Street main repairs Tools ? 
Stationery Machinery and t repairs 
Newspapers Building and works repairs 4 
Postage Retorts and benches repair SUMMARY ‘f 
Printing Meter and free se1 f pair Ly 
Advertising Public lamps repair Expended in making & sell’g gas a 
Telegrams Lighting public lam} Realized from residuals 
Exchange Street mains.repairs En U 
Rent ’ Printing, advertis’g and st \ Net cost of cubic feet of 
Office furniture Rent was sold 4 
Meter security fund return’d Paint | 
Horseshoeing. Secretary Being at the rate of $ per 4 
Wagon repairs Superintendent 1.000 cubie feet. Sy 
Harness repairs. Stokers ~ 
Feed.. “e Labor (ex iding fittiz work Yield per Pound Coal Carbonized. 3 
Insurance. Lumber 2 
‘axes A ‘ Clay ro) 
Freight (other than coal Fire iy it 
Traveling expenses ' 
Hauling 
Services. 
Construction } FITTING REPORT Paid Out 3 
Lighting public lamps e 
Secretary . * 
Superintendent. For Gas fitting For Gas pipe a 
Stokers Gas pipe Gas fittings rd 
Labor. ; Gas fittings Gas fitting tools : 
Labor fitting. (sas fixtur Repairs of fitting tools 1% 
Expense Labor Fitting material Ff 
Drafts to President Freight a | 
Hauling # 
Gas fixtures & 
Labor p 
Tetal disbursements : 
Total receipts Cash on hand this day © 
Cash on hand at last report (In bank,$ : in office, 3 a 
a ae ; ceil = a : a: oe aie f 
SEDALIA GAS LIGHT COMPANY. 
Report for Month Ending..... ............ , 18 H 
GAS COAL REPORT Tons. Pounds Tons, Pounds i 
On hand at last report 4 
Received from 
Received from ; 
Total on hand and received a 
Carbonized. € 
Used under boilers 4 
Used in retort furnaces r} 
Used for a 
Total coal consumed 
a 
On hand 
or ae . on = > 
COKE REPORT. Tons. Pounds Tons. Pounds ¢ 
On hand at last report.. 
Made since. : a ; ’ 
Total on hand and made since. : 
: 
Sold during month 2 
Used under boilers. . ' 
ae = retort furuaces 
Use Or... 2 : — - . : a sacaiis | 
Total sold and consumed SEDALIA GAS TIGHT COMPANY. i 
Report for Month Ending =e eyes is Raeoaat ae q 
On hand sy 
| 
: : x . ceeol ts owing by Comm to folle Z 
GAS REPORT. Cubic Feet. Cubic Feet UNCOLLECTED ACCOUNTS . parties for follow ing soon Mhedng “tee 
Stution meter registers to-day . . 
Staiion meter regist’d last month Unpaid coke 
Unpaid gas t 
Made during month Unpaid tar |} 
In holder at last report Unpaid fitting | 
To be accounted for... aves Other unpa 
Gas sold, per c’sumers’ meter b’k 
Used in public street lamps e 
Total gas sold hate hed 
Used at office and works . MAINS, PIPE, FITTINGS, AND FIXTURES. 
On hand, in holder 
. Leakage & condensat’n (p.ct.) Used Used 
Accounted for , During . During 
On Hand yonth On Hand Month. 
METEK AND LAMP REPORT. 3 Lights. 5 Lights. 10 Lights 20 Lights Li’hts , Lights,chandelier.... |” 
al t 1 | si = { i Wc ( 
Meters in use at last report ; 
Meters returned during month. 
Eeeiabhe > beiunin® 7a ee Brackets. 
Set during month.. Burners 
In use,. ; lips 
On hand........ ake iiriaaie eae. hecasn's {7as pipe Number of lamps 
Hours public lamps were lit Fittings, pe i Number of gas stoves 
Number of public lamps Number of street tert Lead, Ibs 
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Continental Iron Works, Brooklyn, N. \ 
Deily & Fowler, Phila., Pa 
Kerr Murray Mfg. Co., Fort Wayne, Ind 
Stacey Mfg. Co , Cincinnati, Ohio 
Bartlett, Hayward & Co., Baltimore, Md 
Morris, Tasker & Co., Limited, Phila , Pa 
Davis & Farnum Mfg. Co., Waltham, Mass 
R. D. Wood & Co., Phila, Pa 
Bouton Foundry Co., Chicag Ills 
Isbell-Porter Company, New York ¢ 
Fred. Bredel, New York City 
United Gas Improvement Co., Phila., Pa 
National Gas Light and Fuel Co., Chicago, | 
Berlin [ron Bridge Company, East Berlin, ¢ 


INCLINED KRETORTS,. 


Laclede Fire Brick Mfg. Co., St. Louis, Mo. 
Parker-Russell Mining and Mfg. Co., St. Louis, M 


GASHOLDER TANKS. 


W.C. Whyte, New York City 
J. P. Whittier, Brooklyn, N. Y. 


GASHOLDER PAINT, 
The Government Waterproof Paint Co., Boston, Mass 


RETORTS AND FIREBRICK. 


J. H. Gautier & Co., Jersey City, N. J 

B. Kreischer & Sons, New York City 

Adam Weber, New York City 

Laclede Fire Brick Mfg. Co , St. Louis, M 

Brooklya Retort and Fire Brick Works, Brooklyn, N. 
Borgner & O'Brien, Phila., Pa 

James Gardner, Jr., Pittsburgh, Pa 

Henry Maurer & Son, New York City 

Chicago Retort and Fire Brick ¢ 
Baltimore Retort and Fire Brick C+ 
Parker-Russell Mining and Mfg. Co., St. Louis, M 
Boston Fire Brick Works, Boston, Mass 





SCRUBBERS AND CONDENSERS, 


G. Shepard Page, New York City 

R. D. Wood & Co., Phila., Pa 

James R. Floyd & Sons, New York City 
Continental lron Works, Brooklyn, N. ¥ 


REGENERATIVE FURNACES, 
Bartlett, Hayward & Co., Baltimore, Md 
Fred. Bredel, New York City 
Chicago Retort and Fire Brick Co., Cl wo. Ils 
J. H. Gautier & Co., Jersey City, N. J 
Adam Weber, New York City 
Parker-Russell Mining and Mfg. ¢ St. Louis, M 


GAS GOVERNOKS, 


Connelly Iron Sponge and Governor Co., New York ¢ 
Fred. Bredel, N. Y. City 


Wilbraham Bros., Phila., Pa 


SELEF-SEALING MOUTHPIECE DOOKS, 


Isbell-Porter Company, New York ¢ 


Continental [ron Works, Brooklyn, N. Y 


81 
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TAR AND CARBONIC ACID EXTRACTOR, 


Geo. Shepard Page, N. Y. City .. SIS 


CHhUENTS. 


Cc. L. Ger & ¢ Brooklyn, N. Y M42 

GAS METERS. 

| 

John J. Griffin & Co., Phila., Pa.... 150 | 

American Meter Co., New York and Philadelphia 951 

rhe Goodwin Gas Stove and Meter Co., Philadelphia, Pa 116 

Helme & MeIthenny, Phila , Pa S51 | 

D. MeDonald & ¢ Albany. N. ¥ . 1 

Nathaniel Tufts, Boston, Mass 950 | 

Maryland Meter and Manufacturing Co., Baltimore, Md 150 

Harris Bros. & Co., Philadelphia, Pa 950 
METER DIALS. 

Caesar Bros., New York City j 48 
EX HMAUCSTERS. 

rhe P. H. & F. M. Roots Co., Connersville, Ind 036 

Ishell-Porter Company, New York City 946 

Wilbraham Bros., Philadelphia, Pa 939 

| Connelly Lron Sponge and Governor Co., New York City ... 939 

GAS COALS. 

Penn Gas Coal Co., Phila., Pa 49 

Perkins & Cr New York City ° MA 

Despard Coal Coal, Baltimore, Md M9 

Chesapeake and Ohio R. R. Coal Agency, N. Y. City 49 

Westmoreland Coal Company, Phila., Pa. 949 

1. & W. Wood, New York City ipa’ ee : 948 
CANNEL COALS, 

Perkins & Co., New York City 048 


1. & W. Wood, New York City “ 948 


ANTHRACITE COALS, 


Coxe Bros. & ¢ le Ho 
GAS ENRICHERS. 
Standara Oil ¢ Cleveland, ohio 0 


VALVES. 


BOOKS, ETC, 


1890. Directory. 1890 ter Sif sicae Cinch a 939 
King’s Treatise 725 
Electric Light Primer 49 
American Gas Engineer and Superintendents’ Handbook 943 
Digest of Gas Law 932 
Fuel and its Applications 823 
Newbigging’s Handbook ‘ ins .. 943 





Gas Bonds For Sale. 


rhe Spokane Falls (Wash.) Gas Light Company has just issued 
a series of First Mortgage 2-year 6 per cent. Bonds, interest 
payable January and July About half of the issue is for sale 
For particulars and price address r. C. HOPPER, 


837-4 8 West Walnut Lane, Germantown, Pa 





SUPERINTENDENT WANTED, 


By a New York State Company sending out twelve millions of 
coal gas annually, and operating 120 T.-H. are lights. Must be 
thoroughly competent in all matters pertaining to the consti ue- 
tion and operation of a gas and steam plant, and must bea 
worker. One who bas bad experience in running a combined 
plant preferred No special clerical ability required. Appti- 
cants will give, in own handwriting, full particulars concern- 
ing themselves, with references, and will state salary expected 
Address “GAS AND ELECTRIC CO.,” 
837 -tf Care this Journal. 





Position Wanted 
AS SUPERINTENDENT OF SMALL GAS WORKS 


$y a young man fully experienced in the details of construc- 
tion, manufacture and distribution; also in fitting, main laying, 
eu Rest of references 


Address 


837-2 “A. W.,”” care this Journal 





POSITION WANTED 


As Superintendent 


By a man of large experience in-the manufacture and- distribu 
tion of gas and the management of gas works. Exceptional 
references Address 


833-tf “J. W.,” care this Journal. 


FOR SALE, 


One Air Condenser, 5(),000 feet capacity. 





One Multitubular Condenser, 500,000 feet capacity 
One Anderson Tar Extractor, 500,000 feet capacity. 
Ten 12-inch Chapman Valves. 
Seventy-Five 12-inch by 20-inch Mouthpieces, 
with Balmore’s Self-Sealing Lids. 
Allin good order. Address NEW HAVEN GAS LT. CO., 
819-tf New Haven. Conn, 








Ludiow Valve Manufacturing C¢ Troy, N. ¥Y 931 
Chapman Valve Manufacturing Co., Boston, Mass 931 
| R. D. Wood & Co., Phila., Pa 946 
rhe P. H. & F. M. Roots Co., Connersville, Ind....... 936 
Continental Iron Works, Brooklyn, N. Y. 933 
GAS ENGINES. 

Schleicher, Schumm & Co., Phila., Pa ; 952 
Clerk Gas Engine Co., Phila., Pa , ‘ 949 

| ENGINES AND BOILERS, 

| Jarvis Engineering Co., Boston, Mass... . 939 
Westinghouse Machine Co., Pittsburgh, Pa........ 931 
} 

| 

} GAS LAMPS. 

| Fiske, Coleman & Company, Boston, Mass. 42 
= PURIFIER SCREENS. 

| John Cabot, New York City............ . 931 

GAS STOVES. 

} American Meter Co., New York and Philadelphia 935 
| The Goodwin Gas Stove and Meter Co, Phila., Pa 916 
George M. Clark & Co., Chicago, Ills 932 
Maryland Meter and Manufacturing Co., Baltimore, Md 950 
Dangler Stove and Mfg. Co., Cleveland, O ; 923 
BURNERS. 

C. A. Gefrorer, Phila., Pa : 949 
Moses G. Wilder, Phila., Pa in 932 
| H. W. Rappleye, Phila., Pa 932 

STREET LAMPS. 
J. G. Miner, Morrisania, New York City oe 31 
Bartlett Street Lamp Mfg. Co., New York City.... 931 


STEAM BLOWER FOR BURNING BREEZE, 


| 
H. E. Parson, New York City £96 | 


PURIFYING MATERIAL. 


Connelly ron Sponge and Governor Co., New York City 39 
Greenpoint Chemical Works, Brooklyn, N. Y 939 


COKE CRUSHER, 





Keller's Adjustable Coke Crusher. 


Cc. M. Keller, Columbus, Ind 930 
t 
ELECTRICAL APPARATUS, SIMPLE, STRONG, AND DURABLE. 
Wim. tienes Willie. . YU co. cskus | 0. M, Keller, sec. & supt. Gas Lt.& Coke Co. Columbus, Ind. 
| Fort Wayne Electric ¢ Fort Wayne, Ind.......cccsces »» 940 Correspondence Solicited. 
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Bartlett Street Lamp Mfg. Co. 


MANUFACTURERS OF 


Globe Lamps, 


FOR 


Streets, Parks, Public 
Buildings, Railroad 
Stations, etc. 


LAMP POSTS 


A Specialty. 





Office and Salesroom, 


40 & 42 COLLEGE PLACE, - - N. Y. CITY. 


Gas Companies and others intending to erect Lamps 


and Posts will do well to communicate with us. 





os 





The Miner Street Lamps. 
Jacob G. Miner, 


No. 823 Eagle Ave., New York, N. Y. 


LUDLOW VALVE MFG. CO. 








OFFICE AND WORKS, 


93S to 954 HRiver Street and 67 to 83 Vail Av., | 


TROY, Ne ¥. 


au“7€ 
Sm 
Cr 
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ac 
- 9 
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Check Valves, Foot Valves, Yard- 
wash and Fire Hydrants. 


Send for Circulars. 
48 in., outside and inside Screws. 


tor, etc., for Gas, Water, Steam, 


Send for Circulars. 





Hydraulic Main Vip Regulators, also 
Vaives.—Double and Single Gate, $ in. to 





JOS. R. THOMAS, 


No. 32 Pine Street, N.Y. City 


CONSULTINC AND CONSTRUCTING 


Gas Engineer and Contractor. 


PLANS, SPECIFICATIONS, AND 


FURNISHED. 


Contracts taken for all Appliances 
required at a Cas Works, 


Either for New Works or Extensions to Old Plants 


JAMES R. SMEDBERG, 


Gas Eoineineer, 


213 Jefferson Ave., Peoria, Ill 





Will furnish Plans, Specifications and Est 
eling or extension of Gas Works A Ist Ana 
the business condition and prospects of ¢ 


references will be given 


Light Hournat. 


931 





Special Trays for Iron Sponge or Oxide of Iron. 


CHURCH’S TRAYS a Specialty. 





ersible, Strongest, Most Durable, Most Easily Repaired 





306-310 Eleventh Avenue, New York. 
We also make the Cheapest and Strongest 
ERSIBLE BOLTED TRAYS IN THE MARKET. 


Send for Circulars 





DURAND WOODMAN, Ph.D., 


Analytic and Technical 


CHEMIS'?T. 


| and Gas Coals, Crude and Refined Petro- 
Materials for Gas Puritication, Tar, Ammoniacal Liquors 
Bye-Products, Fire Clays, Deposits in Mains, Water 
Making, Boiler Scale, ete., ete. Expert work in con- 
Damages to adjacent water supplies and adjoin- 
Experimental Investigations for Inventors 


4 ilys¢ Ss, Fue 


127 Pearl Street (Hanover Square), N. Y. 











The power ofany Engine is regulat 
the Cylinder Area. 3d. By the Speed! 
Ovring to the SINGLI 


standard speed of small ones 00 a 


to 100 revolutions in larg 


think how this shock is aggravated whe 
is equal to that of a steam hammer, ar 


The low initial speed of the ordinary 


**speeding-up” process involves an out 
| ing, etc., often equal to thec 


year to lubricate each additional beari 


the sole purpose of obtaining requisite 


WESTINGHOUSE ENGINES have 





Tllustrat 


5 THE WESTING 
mw PITTSB 


ed printed matter 


e) tS) 3 














THE DIFF 
| 


-ACTING prin 
i of large ones 2 
ut while the speed of other Engines is 
lurability is duly considered! 





i1l.> crdinary Steam Engine req s constant attention, largely from two 
causes: lst. Because its design (not admitting of self-lubrication) must have all 
parts lubricated by hand many times daily; 2d. Because the DOUBLE-ACTING 
principle MUST loosen the parts. s is only a question of time. If the 
Engine be well built, more time; if carelessly built, less time; the result, how- 
ever, is inevitable. It is a question of principle and not of workmanship. 

| Imagine the shock Aipweecr d by reversing the full power at every stroke. Just 


nthe Engine is speeded up! 
ad MUST loosen the parts. 


it is called, in driving all machinery that 
lay for shafting, hangers, pu!leys, belt- 
st of the Er 
ng. It costs the fuel necessary to drive 
all this useless, expensive and non-productive 


speeds. 


perinced Steam Engineers, expressly to 1 
6000 in use! 


RGH. PENNA.U. 


ERENCE! 
2d. By 


l, lst. By the Steam Pressure. 


iple of Westinghouse Engines, the 
50 revolutions per min- 
limited to about 200 in small and 70 


The blow 


Engine necessitates ‘‘ speeding-up,”’ as 
runs even at ordinary speeds. This 
It costs at least $5.00 per 


gine itself! 


machinery, bought and run for 


been designed by intelligent and ex- 
et and correct these manifest evils! 


furnished on application. 


MACHINE COMPANY. : 
S.or A, Ca 



















Valves ald Gates 


WORKS & GEN’L OFFICE: 


Indian Orchard, Mass. 


CHAPMAN VALVE MANUFACTURING:CO,, 


MANUFACTURERS OF 


for Gas, Ammonia, Water, Ete. 


Also, Cate Fire Hydrants With and Without Independent 
Nozzle Valve. 


All Work Guaranteed. 
TREASURER'S OFFICE: 


72 Kilby & (12 Milk Sts, Boston, Mass. 
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MANHATTAN FIRE BRICK AND ENAMELED CLAY RETORT WORKS. 


ADAM WEBER, Prop’r, 


633 Hast Bifteenth St. N. Y.- 


Miodern Recuperative Furnaces 


FOR FIRING COAL GAS AND FIXING BENCHES, ALSO INCLINED 
AND VERTICAL RETORTS. 
The most successful Furnace in America in competition with all others. Results equalled by no other Furnace, 
Full or Semi-Regenerative. Superior to all others in strength of construction and 





prolonged life of Retorts and Furnace 








Rappleye’s Rheometric Governor Burner, MOSES ( WILDER MECH ENGR. 


Free Sample and Special Price to Gas Light Companies. 816-18-20-22 Cherry St., Phila., Pa. 


woronnownamonmanascomes se Volumetric Lamp Governors 


Mr. H. W. RAPPLEY? Dear Sit In answer to vou nquiries, permit me to 
used your burners on ou t lamps for the past six months, and are exceedingly pleased FOR GAS LAMPS & HIGH-POWER BURNERS. 
with them We tind that the practically control the delivery of gas under the varvineg 


pressures md up to this time ha reneratly wiven satistaction 


GOVERNOR BURNERS 


for 
STREET LAMPS AND 
GENERAL USE, 
and 
GOVERNORS FOR ARGAND 
AND OTHER COMMON GAS 
BURNERS IN ALL SIZES 


HORIZONTAL 
Governors 


Speially adapted for 
GAS STOVES, FURNACES, 
Eic., Ete. 


Yours truly, 


EDWIN LUDLAM, President 





H. W. RAPPLEYE, 2814 Poplar St., Phila, Pa. 


PAT ENTS. GREENOUGH’S 


itr of American & Foreign Patents, DIGEST OF GAS LAW.” 


Solicitor of American & Foreign Patents. 
FPrice, $5.00. 
925 F. ST., WASHINGTON, D.C. 


(NEAR U.S. PATENT OFFICE. 








This is a valuable and important work, a copy 


of which should be in the possession of every gaz _ !t is well known that a large majority of all High Power Gas 
Lamps in the United States have my Governors attached, and 


they are always used by the leading makers of these lamps. To 
remove any excuse for the use by anyone of inferior and in- 
fringing Governors, a reduction in price has been made, and all 


Personal attention given to the preparation and prosecution company in the country, whether large or small. 
of applications for Letters Paten Al business before the U.S. As a book of reference iit will be found invaluable. 
Patent Office attended to for moderate fees. No ‘Age meyin Tt is the only work of the kind which has ever 
the United States possesses superior facilities pean published in this country, and is most com- 


for obtaining Patents, or for ascertaining the patent- plete, Handsomely bound. Orders may be sent to 
ability of inventions. Copies of patents furnished for 25 cents Correspondence Solicited with all who require a Reliable 
each. Correspondence solicited. 4. MI. CALLENDER & CO., 32 Pine St.. N.Y. Governor. 


SDS iad LL .| | MANUFACTURED BY 
= je GEORGE M. CLARK & COMPANY, 
| 157 & 159 Superior Street, - Chicago, Ill. - 

EVERY CONCEIVABLE SIZE AND STYLE. 


C =|) | > ay anging i rices fr $1.5 837 
aS can “24) 4 Ranging in Prices from $1.50 to $37.00. 


exclusive contracts are cancelled. 
































WE USE NO CAS COCKS. 


All Flames are Regulated by a 
Direct Needle Valve. 


The JEW EL, 


IS THE 


Only Well-Made Gas Stove on 
the Market. 


Write for our 1890 Catalogue and see for yourself, Jewel Circulating Water Heater. $15.00. 
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The Continental Iron Works 


THOS. F. ROWLAND, President. THOS. F. ROWLAND, Jr., Secretary & Treasw N E. HILL and CHAS. H. CORBETT, Vice-Presidents. 


T 2 ie 
a BROOKLYN, NN. Y. 


GAS HOLDERS, 


SINGLE-LIFT aud MULTIPLE-SECTION GAS HOLDERS A SPECIALTY, 


Wrought Iron Gas Holder Tanks. 


BENCH CASTINGS, RETORT LIDS, 





Hydraulic Mains, Condensers, Scrubbers, 


PURIFIERS, VALVES, Etc. 


SELF’- SEALING 
Retort Mouthpieces and Lids. 


For anatomied Oval, or “D” Retorts. 


















In calling the attention of those interested to our perfé working GAS STOVES 
and RANGES, after a thorough and rigid trial of years, we have the unqualified 


assurance from the heads of over 6,000 households that our GAS RANGES awnp 
STOVES are a perfect success for baking, cooking, broiling and roasting, and our 
is a marvel of convenience and economy, fur- 


nishing an unfailing supply of hot water. 





Our line includes all the different styles of Ranges 
and Stoves, and we call special attention to our 


Exot PYwlates, 


which are especially popular on account of the size and 





~ . ° ° ° J . ‘ 
style, and finished either in nickel or polished iron 


We invite correspondence and send Catalogues on application. ~~ 


"oxic race. THE DANGLER STOVE AND MFC. 00, Cleveland, .MAMBN.348e, Pata 
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The American THE ant IRON BRIDGE CO. 





















ed ~~. Me: . A ? 
, =F) = — BE aa Few . d¢ Mex : 
as, LI eal bo egies 1 aren La, 
5 #5 K AYA 2 £22: LET 
Nara \ f rr 
oF uti 3: weL >< zy = —- = ‘2 jy at . a / 
- 4 SE sears: seal } 43) 
Write for ria MEY SLY WSs ee Write for 
249 S. 6th St., Phila., Pa., = De Bis oer i — ee is Ay 
_ Reale yy 7 ch 
lustrated * 2 MON 7) Lean a ao eS. illustrated 
Are now prepared to erect plants of their Oxy-Hydrocarbor - wamer 71) _ T aN 3 = ini : 
4 eu rn ~ 
Process, to carburet coal gas up to any given or named candle Cataloaue > a SS ee = — Tar : at mes . ae se eatin 
g = > + Se Se = Lecce he a ial wi! = g 
power required for general consumption (for instance, from 20 to ~ — fe 2 a y - i 
* candles), and at a cost not to exceed Oue and three-quarters : ey ! 
1%) cents per candle power per 1,000 cubic feet increased, with : A iL 
a permanent and perfectly fired gas, not a vapor—a gas that ¥ > 
T i 
will whiten the whole output of the works A as fi ‘2 r = 
Se ” 5 
This gas can be furnished at a cost less per 1,000 cubic feet — 5 py ————=— ‘tt | 


than the coal gas may be costing the company. a - ; ; : - , - : 3 : 
The above illustration shows the interior view of a Brass Rolling Mill designed and built 


iy is suc r: ye Co sh plants that will car ’ . ‘. , . ray . : : 
Our system is such that we can furnish plan 1a i by us for the Seoville M fg. Co.. at W aterbury, Conn. The roof is made entirely of irou—that 


b 0,000 cubic feet in 24 hours, or three or four million feet ‘ ; : ‘ . - Pa 
varie, is, iron trusses, iroa purlins, covered with corrugated iron, and is absolutely fireproof. This 


n the same length of time. One of our large benches or plants ; : ‘ ~— ° ~ 2 
” — construction recommends itself for this class of buildings, where the danger from fire is great. 


would be capable of generating 100,000 cubic feet of gas in 24 
hours, which would raise the candle power on 2,000,000 feet 


‘ate wesunn ea! ew ent seatenee Office and Works, EAST BERLIN, CONN. 


2,000,000 feet, encbling the works to deliver to consumers an 18 


candle gas; or, enlarging our plant, the candle power may be (S.W. BOWLES, JR., Western Mangr., 556 Rookery Building, Chicago, III 
increased as desired, at the same cost per candle power, less in- Agencies : -M. B. CRANT, Enterprise, Miss. WM. PAYSON, San Antonio, Texas. 
terest on plant. (W. E. STEARNS, - -* = 318 Odd Fellows Building, St. Louis, Mo. 








This is much less per candle power than it can be furnished Ee 
by the use of canuel coal or by vaporizing naphtha. With our 
process we impruve the whole output in color—viz., whiten the 
flame with the oxygen, as well as furnishing a (thoroughly fired 

Use Onl 
vas, and no possible danger of separation as there is with va- v 
eile scnavegm THE COVERNMENT WATERPROOF PAINT 
* 


J. J. NEWE LL, Sec’y. Proof against Ammonia, and Absolutely Waterproof. Send for Prices and Particulars. 


September 4, 1890. THE GOVERNMENT WATERPROOF PAINT CO., 122 Milk Street, Boston, Mase. 








KIRKHAM, HULETT & CHANDLER’ S NEW PATENT 


“Standard” Washer- ee: 


Extracts the Whole ¢ of the Ammonia and a Large Percentage of of the Sulphureted Hydrogen ant and Carbonic Acid. 


MINIMUM WEIGHT IN MOTION @ MINIMUM DRIVING POWER ¢@ MINIMUM BACK 
PRESSURE @ MINIMUM WEAR AND TEAR @ WITH MAXIMUM RESULTS. 


The “New” W om Scrubber, w ith W ees “Bundles.” mi ie for many months in sieiieiaiiuas operation at the 
London Gas Light and Coke C ompany’s station at Beckton, and at many other European Gas Works 
The “ Bundles” can be supplied to “Standard” Washer- Serubbers already mw use. 


GEO. SHEPARD PAGE, Sole Agt. for Western Hemisphere, 69 Wall St. New York. 





Water Gas! E"uel Cas! 


For all Manufacturing Purposes. Generated from Bituminous Slack, Anthracite Coal Dust, or Coke Breeze, by 


THE LOOMIS PROCESS. 


Now in successful operation at Works of John Russell C utlery Co., Turner’s Falls, Mass., and Henry Disston’s Sons’ Saw Works, Tacony, Pa. 


The Cheapest Gas Generating System in the World. 


Utilizing any Kind of Low-Priced Coals. 
NOVEL IN DESIGN, MODERN IN CONSTRUCTION, SIMPLE IN OPERATION, PERFECT IN RESULTS. 


Plans and Estimates Furnished. 


BURDETT LOOMIS, - - Hartford, Conn., 


Or Murray Uill Hotel. New York City. 
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GAS STOVES. GAS METERS. GAS STOVES. 
Established 1834. Incorporated 1863. 


MANUFACTURERS OTF 


Gas Meters, 


STATION METERS, 
METER PROVERS, PHOTOMETERS, 


Experimental Meters of all Kinds, 


Standard 3 Saeate Dry Meter. AND Standard 2 Diaphragm Ory Meter. 


Apparatus for Testing the peatity and Quality of Gases. 

















Meters for Measuring Natural Cas. 


MANUPACTORILESS, 
508 to 514 West Twenty-second St, N. Y. Arch and Twenty-second St, Phila. 
Nos. 244 & 246 North Wells Street, Chicago, Ill. 


AGENCIES 


No. 177 Elm Street, Cincinnati, Ohio. No. 222 Sutter Street, Sa Francisco, Cal 
No. 810 North Second Street, St. Louis, Mo. 


CAS STOVE SHOW ROOMS, No. 242 Sixth Avenue, New York City. 
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ROOTS’ 
GAS = BYE-PASS VALVES. 














GAS VALVE |BYE-PASS VALVE. 
Quick Acting, Automatic Action 
Sim pile, Reliable 
Hfficient, Durable. Simple Durable. 


Thousands now in use and giving perfect satisfaction. Write for Catalogue and Prices. 


ROOTS’ 
NEW GAS EXHAUSTER. 
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Neatness of Design, Durability, Simplicity, Efficiency, and Economy of Power. 


THE ONLY EXHAUSTER MADE WHERE 


The Parts Needing Attention are External, and Easily Accessible. 


Send for Descriptive Catalogue and Frice List. 


THE P.H. & F. M. ROOTS CO., Patentees and Manufacturers, CONNERSVILLE, IND. | 


8. 8. TOWNSEN!*. Gen, Agt., COOKE & CO., Selling Agts., 165 & 165 Washington 8t., N. ¥. 
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THE UNITED 
GAS IMPROVEMENT CO. 


DREXEL BUILDING, PHILA., PA. 











Owners of the Lowe, Granger-Collins, McKay-Critchlow (for car- 
bureting Natural Gas), and Other Gas Patents. 


BUILDERS, LESSEES # PURCHASERS OF GAS WORKS. 
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Standard ‘‘ Double Superheater”’ Lowe Apparatus, Especially Designed for the Use of Lima Crude Oil. 
7. il L 
Hrectors of 
LANTS, 
(Either Independent or Auxiliary to Coal Gas Works), 


USING LIMA OR OTHER LOW GRADE OILS AND ANTHRACITE COAL OR GAS HOUSE OR OVEN COKE. 





PAMPHLETS, PLANS, AND ESTIMATES FURNISHED UPON APPLICATION, 
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NATIONAL 


GAS LIGHT AND FUEL CO., 
218 La Salle Street, Chicago. 


C. D. HAUK, Prest. & Gen’! Manager. A. W. GREEN, Vice-Prest. N. A. McCLARY, Sec. & Treas. EK. E. MORRELL, Engr. 


GAS WORKS 


Built, Remodeled, Leased, and Purchased. 








71 Springer Cupolas The total capacity of 
have been installed Springer Apparatus 
in the U. 8S. during now in use is over 
the past four years. 25,000,000 ft. daily. 








THE SPRINCER CUPOLA SYSTEM 


Has Proven Itself the most Economical and Satisfactory Method of Gas Manu- 
facture ever brought to the attention of the Gas Fraternity. 


CUARANTEED ESTIMATES of Cost of Gas Furnished on Application. 











GASHOLDER TANK CONSTRUCTION, ETC. 


Gas Companies and others about to erect Gasholders will find it profitable to consult 
W. C. Whyte, who for over 30 years has made a specialty of 
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ri 
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4 








Tank oe _— ‘Mason Work. 


Fifty Tanks now in operation show the sort of work done. Address F 


W.C. WHYTE, - No. 15 Cortlandt Street, N. Y. City. F 
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WHAT OUR CUSTOMERS SAY OF IRON SPONGE. 


COLUMBUS, O. [ regard the Connelly Iron Sponge as best TROY to any Gas Company. 
form of oxide of iron of which I have any knowledg as { eaper tha ne aaa far less labor ri te 
KE. Me Miu IN, Eng’: vith it R. A. DirTmMar, Supt. 
OHIO PENITENTIARY, I take pleasure in saying that the WOO R, O ive used your Iron Sponge about 8 months 
Iron Sponge bought of you two years ago, and which has been in con with en und hall continue to use it as long as we 
stant use ever since, has given entire satisfaction. Itdoesall youclaim can do ( ess we have had thus far. 
for it; in fact it reduces the cost of purifying to almost nothing—which W oosTER Gas LT. Co. 
‘ertainly oug be s: factory .. P. GREEN, Supt ‘ : 
certainly ght to be satisfactory R. P. GRE! ) HAM en using your Iron Sponge for the 
CINCINNATI, O. Our experience shows that by the use of Iron past ng no lime with it—and it affords us pleas- 
Sponge in place of lime we have effected a saving of 1.4 cents per M ire to tes ts n Our present lot has been in use now over 
in cost of purification. \. HICKENLOOPER, Prest. 16 mo D. H. HENSLEY, See. 
SANDUSKY, O The Iron Sponge has been a vreat advantage MANSFIELD, O Our Company has been using your Iron 
and saving to us over old method THos Woop, Supt Sponge fo orks for purifying. It has been very sat 
f : ’ — sfactor how to get along without its use. 
CADIZ. O. We have been using your Sponge for five years with aa re iti ¥ 


“eer k G. 5S. HarRRIs, Supt. 
entire satisfaction, and at about one-fourth the cost when we used lime : ’ : 


for purification. A. N. HamMonp, Supt PORTSMOUTH We have been using your Iron Sponge, and 
LOGAN O We have no desire to go back to purification by lime Oo Tar U ( fisfaction J. W. SMITH, Sec. 

A. MICHIt PAINESVI We have used your Iron Sponge for the 

LIMA, O We have used your Lron Sponge for two years, nothir vee 2 year tinue to use if It gives perfect satisfac- 
else, and are entirely satisfied with it. Lima Gas Lr. Co |. W. ALEXANDER, Prest. 


CONNELLY IRON SPONGE AND GOVERNOR CO., No. lil Broadway. New York. 


GAS EXHAUSTER & ENGINE COMBINED. — ve: ces Puritcation 


Acts immediately, and more efficiently 


WILBRAHAM BROS, tererareiesigirs seers 
PHILADELPHIA, PA. Creenpoint Chemical Works. 


JOHN SCHRIEVER, Manager. 














e. & Newtown Creek, Brooklyn N.Y. 


JARVIS ENGINEERING CO, 


61 Oliver St., Boston, Mass. 


NTRACTORS FOR ERECTING 


COMPLETE STEAM OUTFITS FOR ELECTRIC 
LIGH (ING STATIONS. 


Steel boilers set with Jarvis Pat. Boiler Setting 
roburn COKE SCREENINGS oor Fue'. 
ARMINGTON & SIMS CO. ENGINES, 


lirect to Dynamos, without using Shafting. 
SEND FOR CIRCULARS. 








RENCES.—Charlestown s & Electric Light Co.. Charles 
‘ Mass.: Schenectady Gas LEI ectric Light Co., Schenectady 
< Brookline Gas Co.. Br wkline, Mass. 





Gasholder Tanks & Gas Works Masonry Complete. 


PLANS PREPARED AND ESTIMATES FURNISHED AT SHORT NOTICE. 
J. P. WHITTIER, 70 Rush St., near Division Avw,, Brooklyn, N. Y. 
A Large Quantity of Cround Fire Brick For Sale Cheap. 


1890 DIRECTORY 1890 


OF THE GAS LIGHT COMPANIES of the UNITED STATES & CANADA 


Price, - . SB5.00. 


A. M. CALLENDER & CO., No. 32 Pine Strent, N. Y. City. 
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Woods Gas Scrubbing and Enriching Apparatus. 
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ia. End Elevation. Side Elevation. 
Hy The cheapest, simplest, and most effective apparatus for removing Tar and Ammonia, and enriching Gas, ever 
a brought to the attention of Gas Manufacturers. With ordinary condensers and scrubbers the condensable illum- 
ae . . ’ ° ° . 
i inants flow off to the tar wells and liquor tanks and are lost, but with Wood’s Apparatus these illuminants are saved 
i's and retained in the gas, thus increasing its illuminating power and making a great saving in the cost of enriching 


ih material. Where set up next after the Hydraulic main, this Scrubber produces an 8-0z. Ammoniacal Liquor. 














| _JAMES R, FLOYD & SONS, - - Nos, 531 to 543 West 20th Street, N. Y. City 
| FORT WAYNE ELECTRIC CO. 


18 FORT WAYNE, IND. 


¢ MANUFACTURERS OF THE 


Slattery Induction System 


OF — 


LONG DISTANCE INCANDESCENT LIGHTING. 


The Most Carefully Worked Out and Complete Alternating Current System of Electric Lighting in Existence. 








oj! 


~——AND THE -—— 


VO Oop 
Automatically Refpulating 


Arc Dynamos AND LAMPS. 


di 6 ee ae a8 








Main Office and Factory, Fort Wayne, Ind. 


BRANCH OF FICES. 


Wocd Dynamo. 





NEW YORK, - ~ - 115 Broadway. | PITTSBURCH, PA., - - 533 Wood Street. 
PHILADELPHIA, ° ° 907 Filbert Street. DALLAS, TEXAS, - - = McLeod Building. 
CHICACO, - - : - 185 Dearborn Street. TORONTO, CANADA, - 138 King Street, West. 
SAN FRANCISCO, - 35 New Montgomery Street. MEXICO, F Adams’ Successors, - City of Mexico. : 
BUFFALO N.Y., - ° : 228 Pearl Srteet. CUBA, Maicas & co., - - Havana. ‘ 


EP FF EOS PR Fe 
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ENGINEERS. GAS AND WAT ER PIPES. GAS AND WATER PIPES. 


P. D. WANNER, Chairman. A. H. MELLERT, Mangr. of Wks. 








wELLERT FouNoaY z maciive co, ix. WARREN FOUNDRY AND MACHINE CO., 


and READING FOUNDRY CO., Ltd. ae Established 1856, Works at Phillipsburgh, N. J. 


Reading, Fa. 





New York Office, 160 Broadway. 


Py CAST IRON WATER AND GAS PIPE, 


Lamp Posts, Retorts, ete. k HES DIAMETER ALSO, ALL SIZES 


General Foundry and Machine Work. ; aves 2 Sing Waris . 
JOHN FOX, sailing Avent. 160 Broadway. N.Y. Flange Pipe for Sugar House and Mine Work. Branches, Bends, Retorts, etc., ete. 


THE OHIO PIPE COMPANY, | avg. , DRUMMOND, EMAUS PIPE FOUNDRY. 


MANUFACTURERS OF 


Cast Iron Gas & Water Pipe, — @eepareremnt mae a eee 


BRANCH AND SPECIAL CASTINGS. 


3as-House Bench Castings, Hydraulics, Lamp Posts, Flange Pipe 








i TORO 





aan reslsts, Cellar Grates, Sash Weights, ce. «ss SPECHAL CASTINGS AND LAMP POSTS. nemebieanennenes 
GENERAL FOUNDERS AND MACHINISTS. , | CAST IRON PIPE AND SPECIAL CASTINGS 
ieianatetsee:. Mit. Office, Corbin Building, 192 Broadway, N. Y. 


OR WATER AND GAS. 











THE ADDYSTON PIPE AND STEEL COMPANY. 


CAST IRON CINCINNATI, OHIO. 
PIPE For MANUFACTURED ™ NATURAL GAS » WATER. 
SPECIALS, FLANGE PIPE, AND LAMP POSTS 


LACLEDE FIRE BRICK MANUFACTURING COMPANY, 


ST. LOUIS, MO. 





























| p\ 
Exclusive Agents in the United States. |) 77° 
{ f FOR THE Es ; a 
i 4 E <P 
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IT IS THE COMING BENCH 
FOR MAKING GOAL GAS. 


Sa ace PES Ss 
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It will Save from 50 to SUUUUUUL 
60 per ct. in Labor. — 























EBSTIMATES AND PFPUANS FURNISHED BY THEE 


LACLEDE FIRE BRICK MFG. C0,, ST. LOUIS, MO. 
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_ RETORTS AND FIRE BRICK, RETORTS AND FIRE BRICK. RETORTS AND FIRE BRICK. ; 
JH. GAUTIER & COMPANY LACLEDE FIRE BRICK MF6. CO., MANHATTAN 
CORNER OF SS FIRE BRICK & ENAMELLED CLAY 
GREENE AND ESSEX STREETS. Fire Brick, Gas Retorts, RETORT WORKS 
JERSEY CITY, N. J. — 
JERSEY CITY ST. LOUIS STANDARD SEWER PIPE. ADAM WEBER. 


MANUFACTURERS OF 


et mmpeisntoe testa comer "| CLAY GAS SEVENTS 
Clay Gas Retorts, PON Dry Milled and Crude Fre Clays ete. 
y . OFFICE AND DEPOT AND RETORT SETTINGS 
Gas House Tiles, 901, 903, ana 905 Pine Ribaet. FIRE BRICKS, TILES, ETC., 


Fire Bricks, Etc. Etc. ae cere Office and Works, 15th Street and Avenue C., N. Y 





Ground Clay, Fire Brick and ESTABLISHED EN 1845. 
Fire Sand in Barrels, 
| B. KREISCHER & SONS, 
H. GAUTIER, Prest. CHAS. E. GAUTIER, Sec. & Trea 
CHAS. E GREGORY, V.-Prest DAVID Ro. DALY, Gen'l Maney 


OFFICE FOOT OF HOUSTON ST., E.R., N.Y. 





BROOKLYN 


Clay Retort & Fire Brick Works, Gas Retorts, 


(EDWARD D. WHITE & CO.) 
Manner” ~TILES, FIRE BRICK. 
VAN DYKE, ELIZABETH, RICHARDS & PARTITION STS, 
Office, SS Van Dyke St., Brookiyn, N.¥. AND EVERYTHING IN THE FIRE CLAY LINE. 








Works, —ESTABLISHED 1864.— Office, Rooms 19 & 20, Lewis Block 


LOCKPORT STATION, PA. JAMES G ARDNER, J R., PITTSBURGH, PA, P. 0. Box 373 


Successor to WIiIiLGTIAM GARDNER c& SON. 


Fire Clay Goods for Gas Works. 


SOLE REPRESENTATIVE OF THE McILHENNY RECENERATIVE BENCHES FOR THE U. S. 
H. A. NORTIN, No. 92 WATER STREET, BOSTON, MASS., Agent for the New England States. 





GEO. C. HICKS, CHICAGO ‘ HAS A.B D. Parker-Russell Hos. SMITH, “a peony & Supt 
B 


Retort and Fire Brick CO., pg: 
og zcwwee, | Mining and Mfg. Go., peToRT & FIRE BRICK CO. 
Fire Clay Goods of all Kinds, sist emake, Gani 307 & 308, MANUFACTORY AT 

Broadway & Locust St., St. Louis. Mo. LOCUST POINT BALTIMORE, MD. 


AND BEST QUALITY ONLY. 


Regenerative Furnaces & Water Gas Goods. 


PROPRIETORS OF THE 


454n Stor Clark to ba Sale, Chicaso- _ OAKHILL GAS RETORT & FIRE BRICK W’KS 


GEROULD’S IMPROVED RETORT oe Clay Retorts, Blocks & Tiles 


jccs making apa beneh-vers ante tains once ones terials for Gas Companies FIRE BRICK, FIRE CLAY, 


and cupolas. This cement is mixed ready for use Economi 





) in its work. warranted to sti We have studied and perfected three important points. Our re- C M T 
and thorough in its work a 054 int ick torts are made to stand chenges of temperature, the strongest A N D Fl RE E E N . 
: heats of the furnace, and the abrasion of feeding and emptying 
a kon po wd oy f.o.b. N.Y . 2 GENS POT P We have the exclusive Agency for the West of the celebrated | Red and Huff Ornamental Tiles and Chim. 
In Kegs less than 100 Ibs. ~ . at 7 ney Tops. Drain and Sewer Pipe (from 
Kloenne-Bredel Full Depth and 2to 40 inches) Baker Oven ‘Tiles 
o.L. GBHROULD & CO., Semi-Recuperator Benches, i2x12x2 and 10x 10x2 
5 & 7 Skillman St., Brooklyn, N.Y. And also furnish and build 


— mare _. WALDO BROS., 88 WATER ST., BOSTON, MASS 
Western Act., H. T. GEROULD. Jeffersonville, Ind. Our Own Styles Semi-Recuperator Furnaces 


for the use of Coal or Coke as fuel. Sole Agents the New Engianud States. 





Boston Fire Brick Works = Gas Retorts and Settings 


Under the Personal Supervision of MMR. GHO. CC. HICES inate of Chicago. 
Fire Clay Goods of all kids. Akron Sewer Pipe, Lime, Cement, etc. Agts. for the Arc Gas Lamp & Governing Gas Burners. 


Send for Circulars and Prices to 


FISKE, COLEMAN & CO., Managers, No. 62 Congress Street. Boston, Mass. 


DIT APN oop at) ee allie ae ae 


eee 
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FRED. BREDEL, C.E., 


Contractor for the Gomplete Erection and Equipment of Gas Works. 
Sole Proprietor of the KLOENNE PATENTS for North America. 

Gas Condensing ad ee REGUPERATIVE 

Purifying Machine, FURNACES. 


Siete b Osdaaee Adapted to Retort Houses 
With or Without 


Stage Level. 





No Condensers Required. 


ae 
— ee 
ri 


No Naphthaline or Pitch 
is Formed. 


HIGHER CANDLE POWER. 


Tar & Ammonia Washers | | = : | Inclined Retort 
WATER GAS WASHERS. sole Machine nen at rnin Gas = No. : Capacity, 1 aye : Benches. 


Refers, by permission, to Mr. Eugene Vanderpool, Newark, N. J., and Mr. E. G. Cowdery, Milwaukee, Wis. 
For further information address 


ERED. BREDEL,, 
118 Farwell Ave., Milwaukee, Wis. 22 Beaver St., N. Y. City. 


ruemmine’s | HENRY MAURER & SON, |...) HANDY BINDER 
GeneratorGas Furnace EXCELSIOR FIRE BRICK & CLAY het: _ it — 
acé RETORT WORKS 


Over 1,400 Retorts Now in 
Use in America. 














ippearance, strong, durable, and possessing many special 
ities of its own. It allows the opening of the pages per- 
flat, whether one or several numbers are in the binder 


WORKS, Perth Amboy, N. J. ny number can be taken out and rephnesd withent distadtien 
OFFICE, 418 to 422 East 23d St., N. Ye be others 


The papers are not mutilated for subsequent bind- 
gin permanent form. The binder is supplied with gilt side 
Clay Gas Retorts, title, and is an ornament to any desk or reading table. The 
JOURNAL, filed in the Handy Binder, becomes a volume of great 

BENCH SETTINGS, 
Fire Brick, Tiles, Etc. 


. always convenient for instant reference. Handy Binder, 
Postage paid, $1 00. 


\. M. CALLENDER & CO., 32 PINE STREET, NEW YORK CITY. 


The American Gas Engineer 
and Superintendent's Handbook. 


By WILLIAM MOoOonNnNxrE:EY. 


Consisting of Rules, Reference Tables, and Original Matter 
Pertaining to the Manufacture, Manipulation, and 
Distribution of Illuminating Gas. 


Materials furnished and Benches erected by ay 


rr eee, ne ree Fa ws Se 
Address as above, or D. D. FLEMMING, Jersey City, N. J. A. M. CALLENDER & CO.. 32 Pine St.. N. Y. 


~ NEWBIGGINGS HANDBOOK FOR GAS ENGINEERS AND MANAGERS. 


The present (the fifth) edition marks an important advance on those that have gone before. Considerable additions have been made to the text, 
and much of it hasJbeen rewritten and otherwise improved. Price, cloth, $¢. A. M. CALLENDER & CO., 32 Pine St. N, Y, 
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DAVIS & FARNUM MFG. CO.., 


WAT THAM, MASS. 


PRINCIPAL OFFICE AND WORKS, Waltham, Mass. BOSTON OFFICE, Room 18, Vulcan Building, 8 Oliver Street. 





SINGLE, DOUBLE, = oo | | — TUBULAR, PIPE, 


AND AND 


TRIPLE LIFT 


asholders. 


OF ANY CAPACITY. 


SINUOUS FRICTION 


COUUELSETS. 


OF ALL SIZES. 





TRON ROOF FRAMES AND ELOORS. 
Purifying Boxes, Center Seal or Valve Connections, Bench Work. 


Reversible Lime Trays. 
SELF-SEALING AND PRESSED STEEL MOUTHPIECE LIDS. 


Coke Barrows, Coal Wagons, and all Apparatus Requisite for a Complete Gas Plant. 


ALSO 


Gas and Water Pipe, Flanged Pipe, 


Sugar House Work, and Special Castings of all Descriptions. 








Established i1ise6l. Imcorporated 1881. 


KERR MURRAY MFG. CO., 


FORT WAYNE, LIND. 








Those who are in need of 3 


Holders or (as Works Apparatus of any fjescription, 


AND OF THE LATEST IMPROVEMENTS, 


will find it to their interest to 


GET AN ESTIMATE FROM US 


before placing their order. 


As we make a Specialty of this Class of Work, and are Practical Builders 
and Manufacturers of same, 


Tr 


with our long years of experience in the business, 


WE CAN GUARANTEE YOU SATISFACTION. 


U 


Estimates, Fisan3 ann Specifications Furnished on Application. 





we 
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BARTLETT, Bat WAnS aes 


Baltimore, RAC. 












Triple Double, & Single-Lift ose an PURIFIERS. 
GASHOLDERS, : i CONDENSERS 
(ron Holder Tanks. fet, Scrubbers, 
noes i ! + BENCH CASTINGS 
Cirders. —_ | oa @ sl = 5 BE oll STORAGE TANKS, 
BEAMS. = — = a = a = ae eee 


The Wilkinson “Water Gas Process. 


THIRTY-CANDLE, NON-CONDENSABLE, FIXED GAS. THE MOST SUCCESSFUL GAS PROCESS IN OPERATION. 


Munich Regenerative Furnace, System Drs. Schilling & Bunte. 


MILL’S REVERSIBEL LIME TRAYS. 
Gas Works advise, aaah arc Constructed. 


Pascal Iron Work: , estasuisneo Nala ware Tron Works, 


MORRIS, TASKER & CO., 


INCORPORATED. 
OFFICE, 224 nee THIRD ioe - = ae PA. 


Gas, water fz Sugar works 


Bench Castings. 











Iron Roofs. 


Condensers. Street Stops, 
Scrubbers. Valves, etc. 
Purifiers. Stand-Pipes. 
Hyd. Carriages. Water & Oil 





Iron Floors, Tanks, all Sizes. 


Single, Double, ak Triple-Lift Cas Holders. 
SELF-SEALING RETORT LIDS. STAMPED STEEL RETORT LIDS. 
Locomotive Water Columns, Filters, etc. Boiler Tubes, Wrought Iron Pipe & Fittings 


Plans, Specifications and Estimates for all kinds ef Machinery furnislied on application. 
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‘ Engineers, 
Foundries & Works, Iron Founders, 
MILLVILLE, FLORENCE, and 
and CAMDEN, N. J. Ss fr ee Machinists. 


400 Chestnut St., PHILADELPHIA, PA. 


MANUFACTURERS OF 


CAST IRON PIPE 
aaa. Gas Holders, 
oS Ss 


we 













SINGLE, DOUBLE, AND TRIPLE LIFTS, WITH 
OR WITHOUT WROUGHT IRON 
OR STEEL TANKS. 
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PURIFIERS, CONDENSERS. | 
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Scrubbers. 


BENCH WORE. 





WAV 
AA 


> 
> a. 


lron Floors and Roofs, Plate Girders. 





RS ; 
we / 
: = 


Heavy Loam Castings. 


HYDRAULIC WORK. 


See 
<< 





jo Lamp Posts, Valves, Etc. 


ISBELL:‘PORTER COMPANY, 


(Successors to SMITH & SAYRE MFG. COMPANY) 
G. G. PORTER, Prest. 245 Broadway, N Ls CHAS. W. ISBELL, Sce’y. 


Machinery & Apparats for Gas Works 


Drawings, Plans, and Estimates Furnished for the Improvement, Exten- 
sion, or Alteration of Gas Works, or for the 
Construction of New Works. 











Mackenzie’s Patent Rotary and Steam Jet Gas Exhausters, Governors, Compensators, ie 
Oondensers, Washers, Scrubbers. Isbell’s Patent Automatic Street Pressure Governor, 
Gas and Water Valves, Hydraulic Main Dip Regulator, Bench Castings, etc. Purifying 
Boxes and “Standard” Scrubbers Isbell’s Patent Self-Sealing Retort Doors, 





THE BRENNER SELF-SEALING RETORT DOOR. 


Simple, Strong, and Durable. 





























CLOSES ABSOLUTELY TIGHT & IS LOCKED BY ACAM LEVER. ALL NECESSARY ADJUSTMENT FOR WEAR PROVIDED. : 
BUILT BY } 

ISBELL-PORTER COMPANY, 

Successors to Smith & Sayre Mfg. Co.) : 

No. 245 Broadway, = = = = New Yerk City. [ 

WILLIAM B. LUNDIE, Superintendent of the 42d Street Station of the Consolidated Gas i 

Company, of New York, writes, under date of Jan. 4, 1889: 4 

5 RRR I ‘* We have 320 Brenner Self-Sealing Lids in use at this Station, built by the Smith & Sayre ¥ 

BO, lof Mfg. Co. They require very little attention, and are the best of the kind that I have seen, giving i 
Rrenner Sce/f-Sealing Retort Dee. entire satisfaction.” 
‘ 
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GAS WORKS APPARATUS AND CONSTRUCTION. 





GAS WORKS APPARATUS AND CONSTRUCTION. 





JAMES R. FLOYD & SONS, 


(SUCCESSORS TO HERRING & FLOYD) 


Oregon Iron Works, 


W. 20th & Qist. Sts., bet. 10th & llth Avs., 
NEW YORK CITY. 


Engineers and Contractors 


FOR THE 


CONSTRUCTION OF 
GAS WORKS. 


MANUFACTURERS OF 


All Kinds of Castings and 
General Ironwork 


FOR 


GAS APPARATUS. 


Bench Castings, Regenerative and Half 
Regenerative Furnace Castings. 


Condensers, Scrubbers, Purifiers, 
Street Drips and Connections, 


Valves, 


Hydraulic Hoisting Purifier Carriage, 
Self-Sealing Retort Lids, Improved 
Valve Stand and Indicator, 
Seller’s Cement. 


Plans, Specifications, and Estimates furnished for Construction 
of New or Alteration of Old Works. 





CONTINENTAL IRON WORKS. 


THOS. F. ROWLAND, Prest. 





WARREN E., HILL and CuHas. H. CORBETT, V-Prests. THOS. F. ROWLAND, JR., Sec. & Treas. 


P. 0. Station G., BROOKLYN, N. Y. 


ENGINEERS AND MANUFACTURERS OF 


Cas Holders 


CONDENSERS, SCRUBBERS, VALVES, 


PURIFIERS, SELF-SEALING RETORT LIDS! 
Hydraulic Mains, 


And all other articles connected with the man- 
ufacture and distribution of Gas. 








H. RANSHAW, Prest. & Mangr WM. STACEY, Vice-Prest T. H. Bercn, Asst. Mangr. R. J. TARVIN, Sec, & Treas. 


STACHY MEG. CO., 


MANUFACTURERS OF 


Single and Telescopic Gasholders, 


IRON ROOFS, BRIDGES, LAMP POSTS, 
Water and Oil Tanks, Coal Elevator Cars, 


COKE CRUSHERS, BENCH CASTINGS, 


And all kinds of Wrought and Cast Iron Work used in the erection of Coal and Oil Gas Works 
tolling Mill Machinery and Heavy Castings a Specialty. 


Boundary: Wrought Iron Works: 
83, 35, 37 & SY Mill Street. 16, 18, 20, 22, 24 & 26 Ramsey Street; 


Cincinnati, ONnio. 





Bouton Foundry Cb, 


FOUNDERS AND MACHINISTS, 


CHICAGO, ILL. 


PURIFIERS, CONDENSERS, 
Bench Work 


SPECIALS, LAMP POSTS, 
SCRUBBERS, 
Iron Roofs and Floors. 


Plans and Estimates furnished for new works or extensions of 
old works. 


i, DEILY & FOWLER. 


Gas Works Apparatus, “= 4% EX © 


1891. 
Taurel Iron WorkEs. 


Address, No. 39 Laurel Street, Philadelphia, Pa. 


BUILDERS OF 


OLDERS, 


Single and ‘Telescopic. 
ExXolders HBiwuilt 1885S to 18900, Inclusive: 


Omaha, Neb. Port Chester, N. Y Paducah, Ky. Tacony, Pa (two) Central Gas Lt. Co., New 
Scranton, Pa. (2d) New Rochelle, N. ¥ Norwich, ¢ rt Mount Vernon, N. Y York City (da) 

Long Island City, N. Y Salem, N. J. (3d Seattle, W i Binghamton, N. Y. Tacoma, Wash. 

Macon, Ga. Omaha, Neb. (2d San Diego, Cal. Concord, N. H. Knoxville, Tenn, 

York, Pa. Lynn, Mass. (2d N rthern | Ga ( { Dover, Del. (2d) Pottstown, Pa. 

Chester, Pa. Little Rock, Ark. New York. N. Y Calais, Me Victoria, B.C, 
Hazleton, Pa. (2d.) Irvington, N. Y Westerly, R. I New London, Conn. (24 Vancouver, B C. 

Stateao Island, N. Y. South Bost mn, Mass Willimantic, Conn West Chester, N. Y Charlottesville, Va. 
Saugerties, N. Y. Rye, N. Y. Montclair, N. J Bay Shore, L. I. So bn imingham, Mass, 
Clinton, Mass. (Lan. Mills) W¢ Odsto ‘i, Ont. Attleboro, Mass Washington, D. C. Woonsocket, R. I. 
Chattanooga, Tenn. Malden, Mass, Santa Cruz, Cal Newport, R. 1. (2d Simcoe, Can. 

Galveston, Texas. (3d.) Staten Island, N.Y. (2d Erie, Pa. 2d Morristown, N. J Pittstleld, Muss, (2d) 
Fort Plain, N. Y. Woodstock, Ont. West Che Pa. (2d Lebanon, Pa Chattanooga, Tenn. (2d) 
Brunswick, Ga. Malden, Mass. Lan aster, | Pa. (3 Oakland, Cal 





WM. HENRY WHITE, 


No. S32 Pime Street, - - - 


New York City. 


ENGINEER AND CONTRACTOR FOR 


ERECTION AND EXTENSION OF 


GAS, WATER, AND ELECTRIC LIGHT WORKS. 


Correspondence with Gas Companies contemplating extending or improving their Plants respectfully invited, 


Plans and Estimates Furnished. 
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GAS COALS. CANNEL COALS. GAS ENRICHERS. 








JAMES D. PERKINS. P | R KI N ~ AQ CO F. SEAVERNS. 
=F 


228 & 229 Produce H=xchange, New YoreE. 


Cable Address, ‘‘PERKINS, NEW YORKE.”’’ Post Office Box 3695, New York. 


CENERAL SALES ACENTS FOR 


The Youghiogheny River Coal Company's 


OCEAN MINE YOUGHIOGHENY GAS COAL. 


mos. W. LL. SOOT, rest. M. HH. TAYLOR, Vice-Prest. 


This Colliery is located at SCOTT HAVEN, PA., in the center of the Youghiogheny Gas Coal District, and produces 
the ONLY RELIABLE YOUGHIOGHENY COAL for gas purposes. (See Map on p. 87 of this Journat, Feb. 16, ’85.) 


rPrOoOINTS OF SHIPMENT, 


Locust Point, BALTIMORE. Pier No. 62, PHILADELPHIA. 
ST. CEORCE, STATEN ISLAND, N. Y. HARBOR. 


Also, Shippers of the following well-known Cannels: 


Breckenridge & Old Kentucky Boghead 
from Kentucky, 


AND THE 


JELLICO CANNEL, from TENNESSEE. 


Within the past four years we have delivered these Cannels to over One Hundred and Fifty Gas Companies 
in Thirty-five different States, and to some of the largest Gas Companies in 


GREAT BRITAIN, ON THE CONTINENT, AND SOUTH AMERICA. 
Single carloads or more delivered at any required point in the United States and Canada. Cargo shipments from 


NEW YORK, PHILADELPHIA, BALTIMORE, NORFOLK, AND NEWPORT NEWS. 


Particulars as to prices, etc. furnished upon application to the above address. 








JAMES & WILLIAM WOOD, oagenn2tos. 
Gas and Cannel Goal Contractors, ENAMELED 


No. 40 St. Enoch Sq., Glasgow. No. 2 Talbot Court, London. Gas, Water Meter, and Clock 
Proprietors of the BATHVILLE COLLIERIES (which produce the ID IT vy. Iz Some & 
celebrated BOGHEAD CANNEL), Shields, Shieldmuir, Drumpeller, and A180, 


This Fi ff Enameled Iron Plates in Colors, and the 
is firm oer Patent Enameled Letters 
and Numbers. 


STANDARD CANNELS, We make a specialty of this class of work, and, with our long 


experience of over 20 years, can guarantee not only satisfaction 


and correctness, but extremely low quotations. ESTIMATES 
Unequaled as Gas Enrichers. AND SAMPLES FURNISHED ON APPLICATION. 


other Collieries. 


Analyses, prices, and all furtber information furnished on application to ¥ Office & Salesrooms, 11 Park Row, N, Y. 


Agency for U.S, Room 70, Nos. 2 & 4 Stone St. N.Y. City. “°° “Schoey 
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COKE CRUSHERS. GAS COALS. _GAS COALS. 























The Despard Gas Coal 6o., as 
DESPARD Gas coaL, PENN GAS COAL GO, 


AND MANUFACTURERS OF OFFER THEIR 


MINES Goson iein a -w.v., GOal, Carefully Screened & Prepared for Gas Purposes, 


WHARVES, Locust Point, Baltimore, Md. 
OFFICE, 44 South Street, Baltimore, Md 


& HICKS,2 , ... 2 BANGS & HORTON, . 
ine N.Y. AGENTS. + G9 congress St., Boston Pennsylvania Railroad, and on the Youghiogheny River, 


COXE BROS. &CO. Principal Office: 
Cross Creek, Sugar Loaf & Beaver Meadow 209 SOUTH THIRD STREET, PHILA., PA. 


Lehigh Coals. 
Ceneral Office, 143 Liberty St., New York. | 





Their Property is located in the Youghiogheny Coal Basin, near Irwin and Penn Stations on th« 





Points of Shipment: 


Boston, 70 Kilby Street ; Phila., 420 Walnut street; | Pennsylvania Railroad Piers; Greenwich Wharves, Delaware 
Chicago, **The Rookery’’; Buffalo, Coal and Iron Exchange; “4 ° ; . ( . A r 
reset AE By es River; Pier No. 1 (Lower Side), South Amboy, N. J. 





Ee. B. EGY, Gen’l Agent. 





~ Chesapeake & Ohio Railway Coal Agency, 


The Standard Oil Company, con ae ea on aan 


NAPTHA AND GASOLINES. "sui Kavi Gs Ga, Cao Ga, 


From the Kanawha and New River Regions, on the line of the Chesapeake & Ohio R’way. 
ALSO MANUFACTURERS OF 


A Special Grade of Naptha for Cc. 8. ORCUTT, General Agent, - - No. { Broadway (Room 217) New York City 
Gas Companies 


FRANCIS H. JACKSON, Prest. EDMUND H. MCCULLOUGH, V.-Prest. CHAS. F. GODSHALL, Treas. H. C. ADAMS, Sec, 
FOR ENRICHING COAL CAS. 


| ee Te TH i WESTM ORE LAN D COAL C0 
No. 43 Euclid —* Cleveland, Ohio. . 


Chartered 1854. 


‘To Gas Companies. Mines situated on the Pennsylvania and the Baltimore 
We make to order CAP BURNERS to burnanyamoun and Ohio Railroads, in Westmoreland County, Penn. 


under a stated pressure. Send for samples. 


Also, SERVICE CLEANERS, DRIP PUMPS, and STREET 

















MAIN PROVING APPARATUS. POINTS OF SEHEIPMENT: 
OC: Ae GRE ROMRME, | PHILADELPHIA, BALTIMORE, SOUTH AMBOY, N. J. 
reclined 1 vist sree WATKINS (SENECA LAKE), N.Y. 
Electric Light Primer. Since the commencement of operations in this Company its well-known 
By CHARLES L. LEVEY. Coal has been large aly used by the Gas C ompé anies of New England and the 


A simple and comprehensive Digest of all the most important Middle States, and its character is established as having no superior in gas- 


facts connected with the running of the Dynamo and Electri 
Lights, with Precautions for Safety, etc. 


Price, 50 cents. 


A.M. CALLENDER & 00., 32 PineSt.. N.Y Principal Office, 224 South 3d St.., Phila... Pa. 


THE CLERK GAS ENGINE co. 
Main Office, 1012, 1014, 1016, 1018 Filbert St., Philadelphia, Pa. 


WM. W. GOODWIN, Prest. E. STEIN, Sec. 


giving qualities, and in freedom from sulphur and other impurities. 








The utility and convenience of the Gas Engine being no longer an open question, it only remains now for 
intending purchasers to select the BEST. We claim for the CLERK GAS ENGINE that it is equal to any other 
manufactured as regards steadiness in runn ng, simplicity, and ease of keeping in repair, and that it gives the greatest 
amount of power for the least money (both in first cost and expense of running) of »ny engine made. In support of 
this claim we refer to the test of the Gas Engines made under the direction of the American Institute of New York. 
in December, 1855, and heretofore published in these columns. These engines are espevially adapted for continuour 
running under heavy loads, and we can refer to Engines which have run 22 hours a day fr months at a time 


Wade in Sizes of 6 10. 15' 20. and 25 Horse Power. Ali Engines Cusranteed for One Year. 
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JOHN J. GRIFFIN & Co., 


Nos. 1513, 1515, 1517 & 1519 Race Street, PHILADELPHIA. 
52 Dey St., NEW YORK. 75 N. Clinton St., «fren. r. PERSONS, Mangr. CHICAGO. 





MANUFACTURERS OF 


R))) METERS FOR MEASURING GAS 


IN ANY VOLUME. 


SS” ‘-Provers, Gauges, Registers, Etc., Etc. “fico 
EXPERIMENTAL APPARATUS FOR QUANTITATIVE AND QUALITATIVE ANALYSIS 


Careful and Prompt Attention paid to Repairing of all kinds of Meters and Apparatus. 
Estimates Cheerfully Furnished. 











NWATEHANIEI, TUFTS, 


No. 153 Franklin Street, Boston, Mass., 


MANUFACTURER OF 


DRY GAS METERS. 
Station Meters of any Capacity. 


tue Liew Test and Experimental Meters, Pressure Registers, Pressure Gauges. 








Shy Glew Mesens. Pressure and Vacuum Gauges. 
Rare rreeameent te METER PROVERS, PHOTOMETERS, STREET LANTERNS, ETC., ETC. 
hdamweronderspromply.  =§ Patent Cluster Lanterns for Street Illumination. 
CHARLES E. DICKEY. JAMES B. SMALLWOOD. CHARLES H. DICKEY. 


THE MARYLAND METER AND MANUFACTURING CO. 


Established 1866. 


BALTIMORE, North & Saratoga Sts. CHICACO, 122 & 124 Michigan St. 
NEW YORK, 838 Broadway. SAN FRANCISCO, 22! Front St. 
BOSTON, 92 Water Street, Rooms 2! and 22. 





CONSUMERS’ & STATION METERS, PRESSURE GAUGES, Etc., Etc. 


“Success” and “Perfect” Cas Stoves. 





A. HARRIS. E. L. UARRIS. J. A. HARRIS. 
Established 18409. 


HARRIS BROS. & CO., 


Twelfth and Brown Streets, Philadelphia. 


Manufacturers of Wet and f}ry fas Meters, 


STATION METERS, METER PROVERS, 


BEBXPHERIMENTAL MEBTHERS, SHOW OR GLAZED METEBS, 
Pressure and Vacuum Registers, Cauges, Photometers, Drip and Bell Pumps, Etc., Etc. 


FROMPT ATTENTION GIVEN TO ALL ORDERS. METERS THOROUGHLY REPAIRED ESTIMATES FURNISHED FOP 
STATION METERS OF ALL SIZES. CORRESPONDENCE SOLICITED. 
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GAS METERS. GAS METERS. GAS METERS. 





GEO. J. McGOURKEY, Prest. WM. H. MCFADDEN, Vice-Prest. (Phila.) WM. N. MILSTED, Ge WM. H. DOWN, Sec. 


THE AMERICAN METER CO. 


Established 1834. Incorporated 1863. 
WET AND DRY GAS METERS. PRESSURE REGISTERS METER PROVERS 
STATION METERS. PRESSURE & VACUUM REGISTERS PORTABLE TEST METERS. 
EXHAUSTER GOVERNORS. PRESSURE & VACUUM GAUGES EXPERIMENTAL METERS. 
DRY CENTER VALVES. CRESSON GAS REGULATORS AMMONIA TEST METERS. 
GOVERNORS FOR GAS WORKS. MARSLAND WATER METERS BAR & JET PHOTOMETERS. 
Manufactories: GSAS STOV ES. ! Aseoncics: 
“5 af @F eo “6 .f ”° ‘ 7 PTT RANE PRS 177 Elm Street, Cincinnati. 
512 West 22d St.. N. Y. SUGG’S “STANDARD ARGAND BURNERS, 544 & 248 Ne Welle Sgn Sa 
, SUGG’S ILLUMINATING POWER METER, ee Heddh dai 
Arch & 22d Sts., Phila. Wet Meters, with Lizar’s “Invariable Measuring’? Drum. 222 Sutter Street, San Francisco. 





EAB LME & MceciLHENN YY, 


(Established 1848.) 


CAS METER MANUFACTURERS, 


Nos. 1339 to 1349 Cherry Street, Philadelphia, Pa.., 
WET AND DRY GAS METERS. STATION METERS, EXPERIMENTAL ree METER PROVERS, 
Center Seals, Pressure Registers, Governors, Indicators, Photometers, and all other kinds of Apparatus for use in Gas Works. 


FOULIS’ PATENT STATION AND DISTRICT GOVERNORS. 
REPAIRING DEPARTMENT.— We employ a special force of skilled workmen repairing meters of all makers. 








D. MCDONALD & CoO., 
GAS METER MANUFACTURERS, 


(Histablished 1854.) 


51 Lancaster St.. Albany,N. Y. 34& 36 West Monroe St., Chicago, Ill. 


STATION METERS, EXPERIMENTAL METERS, METER PROVERS, PRESSURE & VACUUM REGISTERS, PLESSURE GAUGES, ETC. 











We use only the very best materials, and employ the most skilled labor, and by our long experience (37 years) and personal supervision cf every deta 
we feel justified in assuring the public that our goods will give perfect satisfaction I Meter emanating from our establishment will bear the Ste 
ynspector’s Bapar, and will be fully warrented by us. Our Annual and Calendar will be sent to Gas Companies upon application 
KING’S TREATISE ON THE MANUFACTURE OF COAL | GAS WORKS—THEIR ARRANGEMENT, CONST! ION DI LI ATION O} AL TAR AND AM MONTAC AL LIQLGh, 

GAS. Three vols.; $10 per vol. PLANT, AND MACHINERY. 38. if LUNG New Edi $12 
GAS MANUFACTURE, by WILLIAM RICHARDS. 4fo., with | GOAL: ITS HISTORY AND USE. by PRoF. THORPE. $3.50, A TREATISE ON THE COMPARATIVE COMMERCIAL VAI 
numerous Engravings and Plates, in Cloth binding. $12. UES OF GAS COALS AND CANNELS, by D. A. GRAHAM 
TECHNICAL GAS ANALYSIS. $2.80. THE GAS WORKS OF LONDON, by COLBURN. 60 cent aa ae 
:AS COMPANIES DIRECTORY, 1891. $5, 
GAS CONSUMER'S GUIDE. $1. MUNICIPAL LIGHTING, by F. H. WHIPPL! > , 
THE AMERICAN GAS ENGINEER AND SI 
GAS MEASUREMENT AND GAS METER TESTING, by F. W. —_ AND MANUFACTURING COAL GAS GHES ENT’S HANDBOOK. by Wa. MOONEY. > PERINTEND- 
HARTLEY. $1.60 2.20. . 
GAS ENGINE INDICATOR DIAGRAM, by W. E. 4 ° 
GAS CONSUMER’S HANDBOOK, by WILLIAM RICHARDS, C.E.; THE MANAGEMENT OF SMALL GAS WORKS, by | R cee ag Pe ) E. AYRTON 
18mo., Sewed. 20 cents. HUMPHREYS. §$ in se 
ILLUMINATING AND HEATING GAS, by W. BuRNS. $1.50 
A PRACTICAL TREATISE ON GAS AND VENTILATION MANUAL FOR GAS ENGINEERING STUDENTS, by D. LEE, erin BURNS. $1.50. 
with Special Relation a Heating, and Cooking 40 cents. TESTING PIPES AND PIPE JOINTS, by M. M. PATERSON. 
by Gas, by E. E. PERKINS 1.2! 8) cents 
. THE DOMESTIC USES OF COAL GAS, AS APPLIED TO , aad 7 : ion , . 
PRACTICAL TREATISE ON HEAT, by THOMAS Box. Sec- LIGHTING, by W SUGG @1.40, DESIGNING WROUGHT AND CAST TRON WORK, by H. 
ond edition. $5. <9 a. ADAMS. Pay i hree parts, 60 cents each, 
STRAINS IN IRONWORK, by H. ADAMs. With plates. $1.75 | DiGEST OF GAS LAW. $5 NOTES IN MECHANICAL ENGINEERING, by H. ADAMs. $1 


The above will be forwarded by express, upon receipt of price. If sent by mail, postage must be added to 
above prices. We take especial pains in securing and forwarding any other Works that may be desired 
receipt of order. All remittances should be made by check, draft, or post office money order. 


A. M. CALLENDER & CO., 32 Pine Street, New York. 


; upon 
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NTO POWER 

if GAS } 8 O ) 

: BY THE 

| OTTO GAS ENGINE. 


‘ CAS POWER.—A Source of Revenue to Gas Companies ready to engage in Electric Lighting, building of 
Water Works, Electric Street Railways, ete. 
an Coal for producing Cas is less in amount than that for producing Steam, both being measured on an 
ots equal amount of work performed. And, further, with Gas, 


iva 50 to 90 per Cent. of Value of Coal is Returned 


by sale of Coke and Tar, according to the market value of these products. 


rv Labor for handling fuel is reduced, by its becoming centralized and confined to the gas bouse and frequently 
has not increased after the addition of a power station. 
ie With Gas Power, cost of fuel is strictly limited to the time of use. 


SIZES 
1-3 to 100 
HORSE POWER. 


be MANY VALUABLE 
it AND RECENT 
in IMPROVEMENTS, 
RK 





Wherever Cas Companies tried Cas Power with Steam Power together in one Station, the use of 
Steam was subsequently abandoned or restricted, and Cas Power made to take its place. 


“eae. 


Where Gas Companies adopt Gas Power for Electric Plants, Water Works, Sewerage, etc., they not only 
choose the most economical power for their use, but secure to themselves the numerous advantages of increased 


production, without increase of expense, and benefit thereby their entire manufacture. They induce consumers, by 


6205 a? Baro 


their example, to abandon Steam for Gas Power, and, by establishing special rates, make 


Gas Power the Leading Power of To-Day, 
AND SOLVE AT ONCE THE QUESTION OF FUEL GAS. 


“Otto Gas Engine Works,” 


SCHLEICHER, SCHUM™M & CO., 
151 Monroe St. (Kent Building), Chicago. 33d and Walnut Sts., Phila. 
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